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PREFACE 

TO 

THE FIFTH EDITION. 



The present Edition of this work will be found to 

include a considerable amount of new matter. Many- 
valuable hints and suggestions have been received 
from teachers and others both in this country and 
in America. Professor Frankland has kindly looked 
over the section on Water Analysis ; Professor Dittmar 
has furnished an account of his method for the valua% 
tion of chrome ore ; and Mr. Watson Smith has sent 
the results of his experience of the work in the labora- 
tory of the Owens College, Manchester. To these 
and to other gentlemen who have furnished him with 
additions and corrections, the Author begs to tender 
his grateful acknowledgments. He also desires to 
express his indebtedness to Mr. C. H. Bothamley, 
Assistant-Lecturer on Chemistry in the Yorkshire 
College, for aid in the revision of the book 

VoRKSHiRE College, Leeds 
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The aim of this book is to teach the principles of 
Quantitative Chemical Analysis by the aid of ex- 
amples chosen, partly on account of their practical 
utility, and partly as affording illustration of the more 
important quantitative separations. 

It is divided into five distinct parts. The first part 
gives a description of the balance, of the mechanical 
principles involved in its construction, and of the 
manner of using it. It also contains an account of 
the operations generally or most frequently occurring 
in Quantitative Analysis ; such as the process of fil- 
tration, the incineration of filters, and so forth. 

The second part consists of a graduated series of 
examples in simple gravimetric analysis, commencing 
with the analysis of copper sulphate, and ending with 
the estimation of arsenic, antimony and tin. 

The third part treats of volumetric analysis. The 
more important volumetric processes are fully de- 
scribed, and thejr application is illustrated \yy ^^'- 
anipJes of scientific as well as of technicaV mtexesX. 
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The fourth part contains an account of the methods, 
gravimetric and volumetric, employed in the analysis 
or valuation of ores, minerals, and of the more im- 
portant industrial products, such as copper and lead 
ores, iron and manganese ores, limestone, cast and 
wrought iron, soda-ash, bleaching powder, &c. Con- 
siderable space has been allotted to the important 
subject of water- analysis. 

The fifth part treats of the general processes of 
organic analysis. 

The Author's thanks are due to his assistant, Mn 
Dugald Clerk, for the attention he has bestowed on 
the drawings for the woodcuts. The illustrations in 
the section on * Water-analysis ' are taken, with Mr. 
Sutton's kind permission, from his work on * Volumetric 
Analysis/ In the account of Frankland and Arm- 
strong's method of determining the amount of organic 
carbon and nitrogen in water, it will be seen how 
much the Author is indebted to Mr. Wm. Thorp s 
excellent description of the process in that manual. 
Mr. Crookes has also kindly allowed the use of the 
figures in illustration of Luckow's process for assay- 
ing copper-orcS, 
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PART I. 
PRINCIPLES OF QUANTITATIVE ANALYSIS. 



THE BALANCE. GENERAL PRELIMINARY OPERATIONS. 

Quantitative Analysis is that branch of Practical 
Chemistry which treats of the processes by which we deter- 
mine the relative amounts of the constituents of a body. 
Qualitative Analysis informs us simply of the nature of 
these constituents, and teaches us how they may be sepa- 
rated. The latter form of analysis always precedes the 
former, for, obviously, we must first know what are the 
elements present in a substance before we can proceed to 
estimate their proportions. 

The methods of Quantitative Analysis are subdivided 
binder the two heads of Gravimetric Analysis and Fo/umetric 
Analysis, By means of Gravimetric Analysis we se^ \.o 
%i the known constituents of a substance e\t\\ei *m \Wm 
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elementary condition, or in the form of combinations which 
admit of exact weighing, and of which the composition is 
already accurately known. Supposing that we wish to deter- 
mine the composition by weight of a sixpenny piece : quali- 
tative analysis tells us that the coin is made up of silver and 
copper. We may determine the proportion of the two metals 
in the solution of the coin, either by separating them out and 
weighing them in their metallic state, or we may convert the 
silver into silver chloride, and the copper into cupric oxide, 
and weigh the two compounds. Since we know the com- 
position of the silver chloride and cupric oxide, we can 
calculate the amount of silver and copper respectively con- 
tained in them, and in this manner determine the relative 
quantities of the metals present in the coin. In practice, it 
is usually found more convenient to estimate the constitu- 
ents in a body by the aid of combinations of known com- 
position, rather than to attempt to isolate the elements. It 
is evident, therefore, that a correct knowledge of the pro- 
portion in which the several elements are present in these 
fiduciary combinations is of the highest value to the analyti- 
^1 chemist ; and, further, that the exact determination of 
the combining weights of the elements becomes to him a 
matter of primary importance. 

But it will be obvious on reflection that we can deter- 
mine the quantitative composition of the sixpenny piece 
without directly weighing either the metals, or their com- 
binations with chlorine and oxygen. We might determine 
the amount of the silver, for example, by ascertaining the 
quantity of hydrochloric acid required to convert it com- 
pletely into silver chloride. We know that if we add hydro- 
chloric acid to solution of silver in nitric acid (silver nitrate) 
we obtain insoluble silver chloride ; and that if we add a 
sufficiency of hydrochloric acid the whole of the silver will 
be thrown out of solution : 

AgNOa + HCl = AgCl + HNO,. 
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Now, if wc know how niiidi liyilrochlorir nrid (11 ("1) Im 
contained in any given vohinic of the nolntion wliidi wc 
rtnploy to precipitate the Milvrr, ancl ir*wc have the nieanrt 
of rceogniNing the exact point at which the fotniation of 
HJlver rhl(»ri(lc ceases, wc can < ah.ulate from llie vuhnue of 
a< id rc<|uired the anioimt of the silver, Hincc, aM the equation 
tell» n», 3O 46 partH of hydrochloric acid are equivalent to 
107*93 pitrtH of Milver. Thin is the ftindanicntal prinripkM)f 
volupndric iWdtysis^ a form of quantitative analysis in which 
wc Heck to cNtimate the aniotnit of a suhstatKc from the 
determinate fiction of reagents in Hohilion« of known 
strength, the atnount of the reading suhstantT being calcu- 
lated from the vohnne of liqtiid used. Many cxampleM 
might be adduced to hIiow the wide applicabihly of thin 
principle of analysiM. Let um suppose that we winh to deter 
mine the amotmt of muliinn hydrate in an aqueotis solution 
of thi» silbHtance. If we add a few dropH of litmus tincture 
to the liquid we obtain a blue colouration, whi<h, on the < on- 
tinned addition of hydnxhloric acid, evcnttially bennnes 
permanently red. The acid ( ombinen with the alkali to 
form eonnT»<m milt, which is without action on the colour of 
litmuH ; the fmal < hangc in colour shows us that the whole 
of the Htnlium hydrate is in combination, an<l that the acid 
if* in very slight exiesH. If the strength of our hydro( hlori<' 
acid solution is known to \is, that is, if we can say how 
many grams of H CI arecont.nncd in 1,000 <ubic (cntinietres 
(for in»tflncc) of the liipiid, we <afi cal« tdate, from the 
number of cubic centimetres we require to add to the soda 
uolntion coloured with Utmtis before it i^ perman<Mitly red 
dcncd, how much soditim hydrate is (ontained in the alka- 
line li(]iiid originally taken, front the knowhulgc that 
H Cl«NaHO; />. that 36*46 granisofhy<lrochlorica( iil are 
Cfitiivttlcnt to 40*04*gramH of sodium hydrate. 

The balance affords the ordy practicable tncaun uC \Vkia\x- 
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suring the mass of the various forms of matter contained in 
a substance. Practically speaking, this instrument consists 
of an inflexible metallic lever or beam suspended near its 
centre of gravity on a fulcrum or pivot, the masses to be 



JL. 




compared being also suspended from pivots placed at the 
sxtremitics of the beam, equidistant from, and in the same 
horizontal line with, the central fulcrum. For a complete 
treatment of tbe mechanical theory oS the \wXanc« "«e 
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must refer to special treatises on - the subject : in this 
work we shall mainly <:onfine ourselves to the essential 
points in its construction and mode of use, and only touch 
on the mechanical problem in so far as it appears necess;iry 
to enable the student to understand the conditions of sen- 
sibility and accuracy in the instrument Fig. i gives a 
representation of a modern chemical balance. The beam 
a a has the shape of an 
acute rhomboid ; this 
form of construction 
combines lightness 
with inflexibility and 
strength : on the pos- 
session of these quali- 
ties in the beam much 
of the sensibiKty and 
accuracy of the balance 
depends. Through the 

centre of the beam passes a triangular piece of hardened 
steel or agate, termed a knife-edge, the lower edge of which 
turns upon a horizontal plate of polished agate connected 
with the pillar. At the 
end of each arm is a 
similar knife-edge fixed 
in the reverse position, 
and bearing an agate 
plate from which de- 
pend steel hooks to hold 
the wires attached to the 
pans (fig. 2). These 
terminal knife-edges are 
fixed in bniss settings, 
and admit of being ad- 
justed so as to bring them into exactly the same plane with 
the centre edge. Their relations to the midd\^ 'kmie-^^^^ 
majr be altered hy means of the little screws shovfivm xJcve 



Fig. 3. 
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figure. Various other methods of arranging the terminal 
knife-edges and pan-suspensions have been proposed. Fig. 3 
represents a form adopted by continental balance- makers. 

As the efficacy of the instrument depends to a large 
extent on the preservation of the sharpness of the knife- 
edges and the smoothness of the agate planes, it is desirable 
to prevent their contact when the balance is not in use. 
This is effected by means of the frame b b (fig. i), which 
lifts the centre knife-edge about 02 millimetre firom the 
centre plane : at the extremities of the frame are steel 
points which enter into little hollows in the lower surface of 
the pan-suspensions, and raise them from the terminal 
knife-edges. This frame is attached to a rod descending 
through the pillar, and connected with an eccentric worked 
by a milled-head screw (s) situated on the outside of the 
balance-case : by means of this movement, the rod, and 
with it the frame, can be raised or lowered at pleasure. In 
balances of the highest class there is a second eccentric con- 
nected with a system of bent levers which carry supports for 
the pans ; by means of these supports the pans can be 
steadied whilst the weights are being transferred, or their 
vibrations can be checked preparatory to releasing the 
beam. In some balances the pan-supports are worked by 
an independent screw : in others they are worked in con- 
junction with the movement which raises or lowers the 
frame. Where all the movements are controlled by a single 
screw these are not made to act quite simultaneously. 
When the balance is to be set in vibration, the first action 
of the screw lowers the pan-supports ; it next brings down 
the centre knife-edge upon the agate plane, and gradually 
allows the pan-suspensions to drop simultaneously upon the 
terminal knife-edges. For the proper performance of these 
movements great nicety of workmanship is needed, for it is 
not only requisite that the beam and pan- suspensions should 
be properly raised when wanted, but it is also necessary 
that the edges and planes should be bTOU^\\\. vt\\.o cotvXaKX'wx 
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a constant position. The movements of the beam are in- 
dicated by a vertical pointer which oscillates before an 
ivory scale fixed to the pillar ; this ivory scale is usually 
graduated into 20 parts, and its middle point or zero is 
exactly behind the needle when the beam is horizontal. Any 
inequality in the weight of the arms is compensated by 
means of a small vane fixed on the top of the beam above 
the central knife-edge, which may be turned to the right or 
left as occasion requires. In some balances this compen- 
sation is effected by means of little screws travelling along 
fine threads attached to the ends of the beam (see fig. 3). 
The stability of the beam is regulated by the aid of a 
weight termed the gravity-bob {g) moving along the rod 
attached to the upper edge of the beam over the centre knife- 
edge on which the vane works. 

In order to protect the instrument from the fumes of the 
laboratory, and to prevent air-currents from interfering with 
its action during the operation of weighing, it is enclosed in 
a glass case, the back, front, and sides of which can be 
opened at will. The case is supported on levelling screws, 
by which it can be adjusted to horizontality in accordance 
with the indications of a spirit-level or plumb-line attached 
to the instrument When an object too bulky to be brought 
within the balance-case has to be weighed, on releasing the 
screws at the base, the pillar and beam can be turned 
through an angle of about 60°, so that the ends of the beam 
project beyond the back and front of the case. The proper 
adjustment of the beam on the part of the balance-maker is 
an operation of the greatest nicety. To ascertain if the 
three knife-edges are in the same plane, he first poises the 
beam without weights on the pans, and moves the gravity- 
bob until the vibrations, as indicated by the pointer, become 
very slow ; he then puts equivalent weights into the pans, 
and again sets the beam vibrating : if its rate of vibration is 
unaltered, the adjustment is perfect. If the beam \\\st^X.^^ 
too quickly or oversets, the gravity-bob is raised 01 \o\j^x^^ 
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so as to bring the vibrations to the original rate : the 
number of turns required to effect this is noted, and then 
the bob is turned in the contrary way through double the 
number of revolutions, and the slow motion is again pro- 
duced by means of the adjustments at the ends of the 
beam. To determine whether the terminal knife-edges are 
at equal distances from the centre edge, the beam is poised 
with weights, and the pans, together with their suspensions, 
are changed from side to side. If the equilibrium is un- 
disturbed, the edges are properly adjusted ; if, however, one 
side appears heavier than the other, a small piece of bent 
wire termed a rider (see fig. 7) is placed on the lighter side, 
and pushed along the beam until the equilibrium is again 
established : the rider is now pushed along half way towards 
the centre of the beam, and the adjustment made at one 
end. The knife-edges may be known to be parallel by 
hanging little hooks upon them and equipoising the beam : 
on sliding the hooks along the knife-edges, equilibrium 
should be maintained. The student will better appreciate 
the skill required in these adjustments when we treat of 
the circumstances, other than those due to imperfect work- 
manship, which modify the action of the balance. 

We will next briefly state the main conditions upon which 
the stability, sensibility, and accuracy of the instrument 
depend. 

I. The centre of gravity of the balance must be situated 
below the point of suspension^ i.e. the centre knife-edge. If 
the balance were suspended at its centre of gravity, it would 
be in the condition of neutral equilibrium, and the beam 
being once disturbed would have no tendency to reassume 
horizontality, but would remain in any position given to it ; 
that is to say, the beam would not oscillate. If, on the 
other hand, the centre of gravity is above the point of sus- 
pension, the beam would be in the state of unstable equi- 
librium, and would tend to overset with the kast prepon- 
derating weight 
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2. The terminal points of support (knife-edges for pan- 
suspensions) must be in the same line with the centre 
point of suspension. In other words, an imaginary straight 
line drawn from one terminal edge to the other should 
just touch the lowest point of the centre knife-edge. If 
the centre edge is below the line joining the extreme 
points of suspension, the centre of gravity of the whole 
system will be raised in proportion as the load is increased, 
and at a certain point the centre of gravity will be exactly 
at the point of suspension of the beam, which will then 
cease to oscillate ; a continued increase of weight will 
now raise the centre of gravity above the point of sup- 
port, when the beam will overset. But if the centre edge 
is situated above the line joining the extreme edges, the 
centre of gravity of the whole system is lowered in pro- 
portion to the increase m load ; that is, its sensibility 
will diminish with the increase of weight on the pans. 
When the three edges are in the same plane an increase 
of weight continually tends to bring the centre of gravity 
nearer the point of support, but it can never be made 
to coincide with it : consequently the balance will never 
cease to vibrate. We thus see why it is necessary that 
the beam should be perfectly inflexible. If the weights 
acting on the terminal edges, caused them to sink below 
the level of the centre edge, the centre of gravity of the 
whole system would become lowered, and the sensibility 
be lessened. Theoretically, increased weight creates in- 
creased sensibility in the instrument : practically, however, 
this increase in sensibility is more than counterbalanced 
by other effects of increased weight. 

Let a be the central knife-edge supporting a beam seen end- 
on (fig. 4), and b and c the terminal points of suspension ; the 
straight line b c touches the point a of the centre knife-edge. 
From a draw the vertical a d ; th«n the centre of gravity of 
the beam must be somewhere on this line a d \ let us sup^os^ 
It to be at a: If equal weights w are suspended iiom b -aiA 
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The Balance, 1 1 

€, we may conceive that each of the weights acts respectively 
at b and c : their common centre of gravity falls at ^, and the 
centre of gravity of the whole system of beam and load is 
somewhere between a and e along the vertical a d. Since 
the centre of gravity remains vertically under the point 
of support, the equiHbrium is undisturbed. Suppose now 
that an additional weight w is made to act at c, the centre 
of gravity of the combined load is no longer coincident 
with ay but falls somewhere along the line ^ r in the direction 
of Cy say at /: the centre of gravity of the whole system is 
at some point along the line e /, say at g. The centre of 
gravity is no longer vertically under the point a : accord- 
ingly the beam tends to revolve until this condition obtains 
(fig. 5). The arm a c therefore falls, whilst, of course, the 
arm a b\^ proportionately raised. The angle made by the 
beam in its new position of equilibrium with the horizontal, 
due to the preponderance w^ is termed the angle of deviation'. 
it is equal to the angle g a e. This angle is the measure of 
the sensibility of the instrument. It is evident, moreover, 
that (3) the sensibility of the balance is augmented by bringing 
the centre of gravity as near the point of support as possible^ 
whereby g^ due to an overplus, becomes proportionately 
raised towards the line b c, and the angle of deviation g a e 
increased in the direct ratio of the change. If e is so far 
raised as to be identical with a, then on the addition of the 
weight 7^/, g would fall on the line b c ; that is, the angle of 
deviation becomes a right angle, and the beam consequently 
oversets. The distance between the point of support and 
centre of gravity in a sensitive instrument probably does not 
exceed ^yjxy of a millimetre. The arrangement by which 
the alteration in the centre of gravity is effected has already 
been described. There is, however, a limit of approxima- 
tion beyond which, in ordinary work at least, it is practically 
inconvenient to go, and for another reason than that just 
adduced. As the centre of gravity nears the point of sup- 
port, the rapidity of the vibrations of the beam dVmvm^^'s*. 
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and ultimately becomes ver)' slow : the operation of weigh- 
ing may thus need a greater expenditure of time than is 
warranted by the degree of accuracy required. 

4. The sensibility of the instrument increases with the 
length of the arms. If ac be made longer, the distance af 
will be proportionately increased, and the point g will be 
further removed from the vertical a d : the line ag will 
therefore form a greater angle with a e ; that is, the angle 
of deviation will be increased. Here, too, in practice, we 
quickly find the limit to the length of beam. By increasing 
the length of the beam we increase its weight, and by in- 
creasing its weight we diminish its sensibility. 

5. The sensibility is dependent upofi the lightness of tJu 
beam. We may conceive thai the weight 2W + a/, acts at 
the point /, and that the weight x of the beam acts at e. 
The position of the centre of gravity g^ along the line 
e f is obviously dependent upon the relation of the 
weights acting at e and/: '\i e x = (2W-|-a/) /, then ^ 
will be equidistant from e and f and the smaller x becomes 
in proportion to 2W + w the further will g be removed from 
e, and therefore the greater will be the angle of deviation. 
With the view of increasing the sensibility by diminishing 
the weight, other substances than brass have been proposed 
as the material of balance-beams, and beams have actually 
been constructed -of aluminium, which possesses a specific 
gravity of only I'd^ less than one-third that of brass. 

6. The sensibility of the balance is also affected by the friction 
between the knife-edges and agate planes. The immediate 
effect of this friction at the terminal knife-edges is prac- 

^tically to vary the length of the arms. Let us suppose 
that the impediment io the free motion of the planes of the 
pan-suspensions is at its maximum, or, in other words, that 
the planes of the pans are maintained parallel to the direc- 
tion of the beam during the oscillations of the instrument 
Such an instrument would be perfectly useless as a balance, 
for as one arm was depressed by the action of a prepon- 
derating weight, the heavier pan wo\iid be thxovm Vaw^ct^, 
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but its tendency to move would be counterbalanced by 
the other pan being thrown correspondingly outwards. 
This variableness, practically speaking, in the length of the 
arms may be perceived in balances of which the edges 
have become blunted by wear. Supposing that the width 
of the knife-edges is x^ and the distance between their 
middle points is ^,, a glance at the figure (fig. 6) enables us 

Fig. 6. 




to see that the real lengths of the arms must be ^ — j^ and 
x-\-y. Therefore two loads possessing the ratios of x-\-y 
and x—y will be in apparent equilibrium. It is said that 
some balances will indicate one part in a million ; if such an 
instrument possessed a 2o-inch beam, the width of the 
knife-edges cannot exceed ^^t^otto ^^ ^^ ^^^^ (^^ inappre- 
ciable amount even under a microscope), and the two arms 
must be adjusted to equality within this length. 

When properly adjusted, a balance should satisfy the fol- 
lowing tests : — I. When the beam is released the pointer 
should coincide with the zero on the scale, or make slow 
excursions tending to equality of amplitude on either side. 
2. The equilibrium should not be disturbed when the pans are 
removed. 3. If possible, the position of the beam should be 
reversed, so as to cause Xht arm which points to t\ve i\^\. \.o 
point to the left, and the beam again be made to osc\\\a\.e \ Sx 
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should vibrate exactly as before, and finally acquire a horizon- 
tal position. Imperfect workmanship in the middle knife-edge 
or in the planes on which it works is immediately indicated 
if the beam now behaves differently. In a good balance the 
centre knife-edge, whether of steel or of agate, is made in 
one piece, and runs through a perforation in the beam : if, 
as is occasionally the case, the knife-edge is made in two 
parts, one being affixed to each side of the beam, it becomes 
almost impossible to bring the edges into exactly the same 
straight line. 4. InequaUties in the lengths of the arms 
may be detected by loading the pans, afcer the beam has 
been found to be in equilibrium, with counterpoising 
weights, and transferring the weights from one pan to the 
other ; if equilibrium is retained, the lengths of the arms are 
equal. A final test of the efficacy of the balance consists 
in weighing an object several times in succession with the 
greatest exactitude which the instrument admits of: if it is 
trustworthy the greatest differences will not exceed 0*2 mil- 
ligram. 

It is very desirable that the student, so soon as he has 
had a little practice in weighing, should make himself tho- 
roughly acquainted with the capabilities of the instrument 
which he employs. An hour's careful observance of its 
behaviour under varying conditions will materially conduce 
to accurate weighing, and save much subsequent time. He 
should, in the first place, determine for himself the degree 
of its sensitiveness by accurately noting the deviation from 
the zero-point, which an overweight of a milligram effects ; 
(i) when the balance is unloaded, and (2) when carrying 
50 grams on each pan \ and (3) when carrying too 
grams. He should at the same time observe the variation 
in the rates of oscillation as the load increases. As the 
balance approaches equality, after some experience he 
will readily be able to estimate the weight required to 
estabUsh equilibrium, from the extent and rapidity of the os- 
cJJJations. 
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The balance-room should have a northerly aspect, and it 
ohould not be liable to great or sudden variations in tem- 
perature. If possible, the instruments should be so arranged 
within the room, that in weighing the light falls over the 
right shoulder of the operator. The position of the several 
balances should be fixed, and they should be moved as 
seldom as possible, otherwise their adjustment to horizon- 
tality will be continually disturbed, and the shaking of the 
beams and pans will inevitably interfere with the constancy 
of their indications. Frequent attempts at readjustment 
by inexperienced hands will certainly disturb the regular 
action of tlie instrument. If, on commencing to weigh, the 
balance is found not to be in equilibrium, the beam and 
pans should be lightly brushed with a camel's- hair brush, 
and the horizontality of the beam again tested. It should 
be carefully borne in mind that none of the adjustments 
ought to be disturbed without sufficient reason, and only 
after a proper inspection of the several parts of the instru- 
ment In a laboratory where the same balance is used by 
several operators, the necessary adjustments should be in- 
variably made by the assistant, for no one can have con- 
fidence in the indications of an instrument which is liable to 
hasty and improper alteration. A balance suffers more from 
imperfect preservation than from proper usage. The fumes 
of the laboratory should be carefully excluded from the 
balance-room, and the student should never neglect to 
securely close the doors of the balance-case when he has 
finished weighing. Careful exclusion of acid fumes will do 
much to prevent the corrosion of the polished knife-edges 
and suspensions : if rusting commences at any one point it 
will rapidly extend over the entire surface of the steel. In 
order to diminish the humidity of the air a small dish con- 
taining dried carbonate of potash or a piece of freshly-burnt 
lime should be kept within the case. A balance in constant 
use will require cleaning about every three or foui moTv\!cv^. 
The mstrnment should be carefully taken to pieces, aivd \\\e 
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loose parts dusted ; the beam, pans, and suspensions should 
be rubbed with a piece of soft leather, and the movements 
cleaned and oiled. Occasionally the agate planes will re- 
quire repolishing by the maker, as the constant working of 
the knile-edges wears a minute groove in them, easily per- 
ceptible by a lens. Lastly, all delicate instruments should 
be encased in a well-fitting baize or linen bag when not in 
frequent use ; this will greatly tend to keep out dust and 
acid fumes. 

THE WEIGHTS. 

Since the chemist mainly concerns himself with the rela- 
tive weights of the constituents of a substance, it is, for the 
greater number of his operations, a matter of indifference 
what unit he adopts. He needs merely to assure himself 
that its multiples and submultiples actually have the values 
which are assigned to them. Experience shows, however, 
that it is highly desirable that a common unit should be 
adopted by chemists, and that it should be directly con- 
nected with some national standard. Accordingly, we 
employ almost exclusively the metric system, of which the 
gram is the standard weight. The reasons which have con- 
duced to the adoption of this system are (i) that the unit 
is moderately small ; (2) that its multiples and submultiples 
are derived from it by decimal multiplication and division, 
i,e, by the simplest possible system ; and (3) that it bears a 
very simple relation to the measures of capacity and length. 
A set of weights extending from fifty grams to a milligram 
will be found most generally useful. Such a set should con- 
tain pieces of the following denominations : 



grams 


grams 


gram 


^raui 


gram 


50 


5 


0-5 


005 


0005 


20 


2 


0*2 


O-02 


0-002 


10 


I 


01 


o-oi 


o-ooi 


10 


I 

I 


01 


0*01 


o-ooi 

0001 



^e entire twenty-two pieces making up 101 ^ams. The 
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larger weights, down to ore gram, are kept in receptacles 
lined with velvet to prevent their being scratched ; the smaller 
ones are also kept in separate compartments covered by a 
plate of glass. The box should be furnished with small 
forceps, with which the weights are invariably to be handled, 
as they should never be touched by the fingers (fig. 7). 




Several substances have been proposed as the material for 
weights ; for example, rock-cryslal and platinum have actually 
been used by reason of their durability. In general, how- 
ever, only the smaller weights are constructed of platinum, 
the others being made of brass gilded by the electrotype 
process. If the gilding is of moderate thickness, and the 
weights are preserved with due care, they will be found to 
be practically unchanged even after many years' use- 
Probably the most convenient shape for the 
brass weights is that of a short frustum of 
an inverted cone, to the base of which a 
handle is attached (fig. 8). Beneath the 
handle is a small cavity containing the 
minute pieces of foil or wire required to 
adjust the weights. The smaller weights are 
preferably made of pieces of stout platinum foil, OTi« totnet 
of each being turned up for holding in the foiceps ■, &fe n^tj 
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small ones are occasionally made of palladium or aluminium. ;. _ 
All the pieces should have their values plainly stamped 
upon them, and the compartments of the smaller weights 
should be large enough to admit of their being easily with- 
drawn ; otherwise the foil will soon become bruised, and the 
denomination of the weight rendered indistinct. 

The greatest care should be taken to preserve the weights 
from the action of acid fumes. The lid of the box in which 
they are contained should be tightly fitting, and the box 
Itself should be kept in a bag of soft leather. No attempt 
should ever be made to clean the weights by rubbing ; any 
dust may be removed by a cameFs-hair brush. If by chance 
the small platinum weights become dimmed or soiled, they 
may be brightened without injury by holding them for a 
moment in the flame of the Bunsen lamp. Brass weights un- 
gilded generally become heavier by corrosion ; when gilded 
they usually become lighter by wear. Since thiy action 
occurs only at the surface, which increases as the square of 
the diameter, whilst the mass increases as the cube, it 
follows that the smaller weights become more quickly erro- I 
neous than the larger. The error thus caused by age is, \ 
however, exceedingly minute. The slight tarnish is so ex- 
cessively thin that it requires a very delicate instrument to 
detect its influence. 

We strongly recommend the operator to test his set of 
weights ; for however carefully the remainder of his quanti- 
tative work may be done, if he weighs with grossly in- 
accurate weights, his results, if not valueless, will at least be 
inexact. The exact determination of the values of the 
separate pieces in a set of weights in terms of one of them 
selected as a standard is an operation of some skill, and 
requires a considerable expenditure of time. As a rule, the 
weights of the best makers possess greater accuracy than is 
required of them in ordinary quantitative processes ; never- 
theless their examination should never be omitted. The 
readiest method of detecting errors in l\ve "vaXwe^ ol ^<t 
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^nominations is to place one of the gram weights on the 
m of a delicate balance, adjusted to perfect equilibrium, 
id equipoise it with pieces of brass or small shot, and 
lally tinfoil. The weight is then removed and replaced 
^ the second gram weight, and the balance caused to 
scillate. If the excursions on either side of the zero are 
f equal amplitude, the weights are equivalent ; if not, the 
eviation must be noted. It should not exceed i division 
f the scale from the zero-point. The third gram weight is 
ext tried in the same way, and it is then replaced by 
latinum weights of the smaller denominations to make up 

gram, and the balance again caused to oscillate, every 
eviation from the equilibrium being carefully noted. In 
lie same way the 2 gram piece is compared with two of the 
ingle grams, the 5 gram piece with the 2-1-1 + 14-1 gram 
ieces,and each of the 10 gram pieces with the 5 + 2 + i-fi + i 
ram pieces. The larger pieces also should not show greater 
ariations than i division from the zero, since the value of 

scale division with a heavy load on the pans is almost 
1 variably greater than with a diminished load, for the reasons 
Iready given. Thus in a certain balance tested by the 
ithor, I scale division, with no load on the pans, was 
quivalent to 0*29 milligram ; i.e. a preponderance of 0*29 
lilligram would cause a variation of i division from the 
sro-point. Under varying loads the value of i division 
Q this balance was as follows :— 



Load on each 


pan 


Value of I scale division 


grams 




milligram 


10 




032 


25 




0-35 


50 




0*39 


100 




o'5i 



The process of testing should be repeated from time to 
me, particularly when the weights begin to be tami^Vv^d. 
t* is also desirable that the student should be a\Ae \.o 
wjpare his weights with a standard set. 

c 2 
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THE OPERATION OF WEIGHING. 

There are three methods of determining the weight of a 
body by means of the balance : (i) by the process of 
direct weighings (2) by that of reversal^ and (3) by that of 
substitution. As the first is the most expeditious, it is the 
one usually employed, although it is not the most accurate 
method. The substance to be weighed is placed on one 
pan, conveniently that on the left, and the weights are 
placed on the other. The pan originally selected to contain 
the object to be weighed should be used for the same 
purpose subsequently. The effect of any inequality in the 
length of the arms is thus in a great measure obviated 
Supposing that we wished to determine the amount of copper 
in a piece of the pure metal, and that for the purpose of the 
estimation we wished to weigh out i gram of the metal, and 
that the arms of our balance were of unequal length, the one 
on the left being 99 millimetres, whilst the other on the 
right was loi millimetres long. We place a i gram weight 
on (say) the /^-hand pan, and counterpoise it with copper. 
Since two masses acting on a lever are in equilibrium when 
the products of the weights into their distances from the 
fulcrum are equal, it follows that the weight of copper 
equivalent to the i gram weight would be 0*9802 gram, for 
99x1*0=101x0*9802. The metal is next dissolved and 
the copper precipitated, these operations being so carefully 
performed that nothing is lost. The precipitated copper is 
then weighed, and by mischance it is brought on the left-hand 
pan ; when counterpoised with the weights, it would appear 
to weigh 0*9705 gram, since 99x0*9802 = 101x0*9705: 
accordingly the pure copper would appear to contain only 
97*05 per cent, of metal. Had we invariably employed the 
same scale for the same purpose, we should have determined 
what we required to know — viz., that the copper contained 
TOO per cent, of the metal — although we might not kn6w 
(which would be perfectly immatefiaV) vA\a\. vja^ xScv^ \r^t 
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weight of the metal employed in the analysis. And by 
similar reasoning we see that, in the analysis of a substance 
containing any number of constituents, we ought to use one 
and the same pan as the object-pan; the results, being 
strictly comparative, are thus independent of the imperfec- 
tion of the instrument, since the apparent weights of all the 
bodies weighed are altered in exactly the same ratio. 

We can, however, obtain the absolute weight of the copper 
taken for analysis, either by the method of reversal or by 
that of substitution. In the method of reversal (known as 
Gauss's) the object (the copper for example) is weighed 
first in one pan, and then in the other. If the weights are 
identical, the true weight of the object is at once given. If 
the weights are unequal, their geometric mean will be the 
true weight; this is found by multiplying the apparent 
weights together and taking their square root. Practically 
the common arithmetic mean of the two weights will be 
sutticiently accurate, unless their difference is considerable. 

In the method of substitution (due to Amiot*), the body 
to be weighed is first accurately counterpoised ; it is then 
removed, and equilibrium again established by placing 
weights in its stead. Obviously the absolute weight of the 
body is expressed by the value of the weights substituted. 
In practice this method of weighing may be facilitated by 
using one of the larger weights, heavier than the body to be 
weighed, as a counterpoise, and adding weights to the object 
until equilibrium is established. The object is then removed, 
and weights substituted until the balance is again in equili- 
brium. The substituted weights express the real weight of 
the object. 

Theoretically these methods are faultless ; practically they 
are subject to at least two minute errors — one due to the 
impossibility of maintaining the edges of suspension in a 
perfectly uniform position on the plates whilst the beam is 
being repeatedly released and arrested, the otlvei du^ X.^ 

* Known also as Borda's, 
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insensibility. As a balance, however sensitive, requires 
some weight to make it turn, a diflference equal to this turn- 
ing weight may exist between weights apparently equal 
The error due to insensibility may be eliminated by weigh- 
ing the object several times in succession, since the balance 
ought to turn as readily one way as the other. 

The weights should be placed on the weight-pan methodi- 
cally, and not taken haphazard from the box. A very little 
experience is sufficient to tell, roughly speaking, the weight 
of an object. Let us suppose that we wished to determine the 
weight of a platinum crucible which we afterwards found to 
be 26715 grams. We place on the weight-pan the '20 
gram piece and release the beam — this proves too little ; we 
add one of the 10 gram pieces — this is too much ; we sub- 
stitute the 5 gram piece for the 10 gram — the weight is again 
too litde ; we add the 2 gram piece — this is again too much; 
we substitute one of the i gram pieces for the 2 gram piece 
— the weight is too little ; we add the 0*5 gram, still too litde; 
also the 0*2 gram, still too little, although we observe that 
the rate of the vibration of the beam becomes much slower 
— the balance is rapidly approaching equilibrium. It is at 
this point that the skill of the operator comes into play; 
an expert weigher, familiar with the indications of his instru- 
ment, can almost intuitively tell, from the extent and rapidity 
of the vibrations, what weight is required to establish equili- 
brium. Until this experience is acquired it will be well to try 
the addition of the remaining weights in the methodical 
manner above indicated. We find that 267 grams is not quite 
sufficient to equipoise the crucible ; we add ci gram — too \ 
much (the pointer swings with increased energy in the 
opposite direction) ; substitute 0*05 for the o*i gram — still 
too much ; try 0-02 — the pointer vibrates much more slowly, 
but still indicates that the weight is too great ; we substitute 
0*01 gram for the 0*02 gram — the pointer swings with the 
same slowness, but shows an equal deflection to the opposite 
side of the zero ; we add '005 gram — iVve pomX^x xvow makes i 
curs/on s of equal amplitude— the ba\aTvce'\^\xv^Q^\\\\yc^^^ 
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Having assured ourselves that such is the case by reading 
off the position of the pointer at the end of the vibrations 
several times in succession, we finally arrest the motion of 
the beam, and determine the aggregate value of the weights 
employed, (i) from the vacant spaces in the box, and (2) 
from the denominations on the weights themselves. This 
double reading should never be neglected : the one method 
serves to control the other. 

It must be carefully borne in mind that whenever an 
exchange of weight is necessary, the motion of the beam 
must be arrested : under no circumstances must anything he 
removed from the pans when the balance is free to oscillate. 
Neglect of this precaution will quickly ruin the instrument. 

The difficulty of transferring and reading the weights is 
greatly increased when we arrive at such minute fractions as 
the milligram. In order to obviate the inconvenience in- 
separable from the use of a number of small weights, which 
are apt to be lost or erroneously read, Berzelius proposed 
to estimate the last minute fractions (the milligrams and 
tenths of a milligram) by a small movable weight sliding 
along the beam. A piece of brass gilt, aluminium, or 
palladium wire, weighing exactly i centigram, is bent in the 
form represented in a, fig. 7 ; this weight is called a rider^ 
and by means of the movable rod (fig. i ) worked from the 
outside of the balance case it can be placed on one arm 
of the beam (that to which the weight-pan is suspended) at 
any required distance from the centre edge. The arm from 
the centre to the termmal edge is divided into ten equal 
parts, and each of these is (generally) subdivided into five 
equal parts. The rider weighs exactly i centigram or 10 
milligrams when placed just above the terminal knife-edge. 
When acting at a point on the arm exactly midway between 
the two edges, it exerts only half this effect — in other words, 
it now becomes equivalent to 5 milligrams ; when acting at 
a fourth of the distance from the centre edge, \l\s ec\M2\\.o 
2'^ miUigrams, at three-quarters the distance 7*5 rc\\\\\^x?cw\^, 
and so on. The employment of this very simple coxvtnvaxtfi^ 
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is attended with much economy of time and trouble, and 
with greater accuracy, as the rider allows the minutest varia- 
tion to be estimated, and diminishes the chance of error in 
reading the weights. 

The subdivisions of the centigram may also be rapidly 
estimated by means of the arrangement represented in fig. 9. 

Fig. 9. 




To the bottom end of the rod carrying the screw c is fixed 
a small movable pointer ^ which moves over a graduated 
arc. The pointer can be pushed along the arc by means 
of the 2xvci f^ worked by the milled-head screw g, placed on 
the outside of the balance case. This pointer acts as a 
small weight, its value depending on its proximity to tiie 
plane of the beam. The balance-maker effects the gradua- 
tion of the arc by placing a centigram weight upon one 
pan, and moving the index in the direction of the opposite 
pan until equilibrium is established ; one milligram of the 
weight on the pan is now removed, and the position of the 
index along the arc again noted wVven eqm\\bTv\\tv\ \s t^-^xj^.- \ 
^Jished. Successive milligrams are removed, axid xSaa ^^vctfsii 



The Operation of Weighing, 2$ 

of the pointer required to bring about equilibrium is repeatedly 
determined. The divisions are then subdivided into tenths, 
each representing o'l milligram. 

The following general rules may prove serviceable to the 
student in weighing : — 

1. Before commencing to weigh, see that the rider hangs 
upon the projecting pin of the sliding rod, and not upon the 
beam. 

2. Next test the equilibrium of the balance by cautiously 
lowering the supports and setting the beam in oscillation. 
If the balance is not in equilibrium, seek for the cause of 
disturbance, and brush the pans, &c., with a camePs-hair 
brush, and again test the equilibrium before attempting to 
move the vane or alter tlie terminal screws. 

3. When it is necessary to arrest the motion of the beam, 
or to transfer any of the weights, or to remove the body 
weighed, the supports ^should be raised the moment that the 
pointer is opposite the zero of the scale. The screw regu- 
lating the eccentric should be gently turned as the pointer 
travels towards the zero, so that immediately they are in 
coincidence, a very slight but rapid turn may arrest the 
beam without any jerking or vibration. If the screw is 
suddenly turned when the pointer is at the end of an excur- 
sion, the beam will be jerked, and its original position of 
equilibrium, as shown on the ivory scale, will inevitably be 
disturbed. Carelessness in arresting the oscillation of the 
beam greatly interferes with the uniform behaviour of the 
instrument, and with inexperienced operators is the most 
frequent cause of disarrangement. 

4. All shaking of the room or table on which the balance 
stands should be carefully avoided. The operator should be 
seated so as to have the ivory scale in direct line of vision, 
but he should also be able to remove the weights, &c., 
readily, and to work the sliding rod carrying t\\e ndet. 

5. If the balance is very nearly in equilibnum, \\. occa.- 

sipnally happens that it re fuses to yihidX^ itamediaXAY ^Sx« 
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releasing the beam, and the pointer remains stationaiy. B/ 
gently wafting the air down upon one of the pans, vibration 
to the required extent may be readily set up. In very 
accurate weighing it is not always desirable to reopen the 
doors of the case for this purpose : vibration may then be 
brought about by gently touching the beam or top of the 
rider with the pin of the sliding rod. 

6. As a general rule, the substance to be weighed should 
never be placed directly upon the object-pan, but should be 
contained either in a crucible or on a watch-glass. Owing 
to its hygroscopic nature paper cannot be used if the exact 
weight of the body is of importance (and when it is not 
ordinary scales should be used instead of the chemical 
balance). 

7. A body should never be weighed when warm. By 
placing a warm object on the pan the indications of the 
instrument are affected to a marked extent The ascending 
air-current produced acts against the object-pan and beam 
above it, and the body appears to weigh less than it ought 
to weigh. The warm air, after a time, also affects the portion 
of the beam against which it strikes, and by increasing its 
length disturbs the equality in the arms. All substances 
condense upon their surface a certain amount of air and 
moisture, the weight of which depends upon their tempera- 
ture. From this cause also the weight of a body when 
warm is always less than when cold. A silver crucible^ 
weighing when cold 38 880 grams, was heated over a lamp, 
and placed whilst hot on the pan ; it now appeared to 
weigh only 38*835 grams : weighed again when cold, it 
regained its original weight. If the crucible had contained 
o*5 gram of a body to be heated, a loss of 0*045 gram, or ' 
9 per cent, would have apparently occurred, when in fact 
the weight of the body might have been unchanged. 

A platinum crucible when rubbed with a dry cloth and 

immediately weighed always weighs sensibly less than after 

half an hour's exposure to the air oi t\\e ba\ax\ce case^ owing 

to the condensation of the air upot\ its sui^ace. \\. \^ ^- 

-cwaZ^/e, therefore, to allow the crucible, Vi fte^^VVf Vv^^^A^ 
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remain upon the balance pan or in the case some little time 
before being weighed. 

8. Hygroscopic substances must be weighed in well- 
covered crucibles, or in stoppered tubes, or between watch- 
glasses. Liquids must be weighed in covered vessels or in 
stoppered flasks. Expedients required in particular cases 
will be mentioned hereafter. 

Within certain limits, the deviation from the horizontal 
in a balance is proportional to the weight causing it 
Advantage may be taken of this fact to estimate the last 
fractions of a weight (i.e. the parts of a milligram) with 
great accuracy. When the balance is very nearly in equili. 
brium, it is caused to oscillate, and the position of the 
pointer when at rest determined from successive observa- 
tions of the extreme points of the vibrations. So soon as 
the excursions of the pointer fall within a certain limit, 
their extent commences to decrease at a regular and uniform 
rate. Let ^1, ^21 ^3 be the extreme points con- 
secutively reached by the pointer in its oscillations ; then the 
equilibrium of the balance x is 

n\ 2 2 • • • • ^ j 

If we know the weight corresponding to a given deviation 
from the zero, the estimation of the minute fraction 
required for exact equilibrium becomes an easy problem. 
We have first to determine the values of one division of the 
graduated scale (i.e. the weight required to make the pointer 
deviate one division) for varying loads. The balance, having 
been adjusted as nearly as possible, is made to oscillate, and 
the extreme positions of the pointer in its excursions observed 
through a telescope. An odd number (conveniently seven) 
of successive readings are made so soon as the pointer reaches 
division 6 on the scale : the arithmetical mean o( \iv^ V^Xl- 
differei?ce5 between consecutive pairs of observatvoiv^ ^\^^ 

the position of rest of the pointer along the gicadw^V^^ 

cale. 
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In an actual determination of the position of rest (x) tbe 
following readings were made. The deviations of the pointer 
from the zero are marked -f when they occur to the left ot 
the observer, and — when they occur to his right : 

+ 5*5 

- 4*5 + O'SO 
+ 5*o + 0*25 

- 4*o + 0:50 
+ 4*5 + 0-25 

- 3'5 + o*5Q 
+ 40 + 0*25 

•^ = ^ - + 0-375 

An overweight of 0-5 milligram is then made to act on the 
beam, the balance again set in oscillation, and successive 
readings again taken : 

Example : +8-5 

— 2-0 + 3*25 

+ 7*5 + 275 

— i-o + 3-25 
+ 67 + 2-85 

— 07 + 3-00 
+ 6*2 + 275 

X = ^J'^^ = + 2*975 

The overweight is then removed, and the position of 
equilibrium again determined : the second determination 
usually differs to a slight extent from the original one, owing 
to unavoidable variations in the relative positions of the 
plates and edges. The mean position is therefore taken as 
the true point In the case cited the second determination 
gave 4- 0*260 : accordingly the mean point is + o"3i7. 
Then the deviation due to the overweight of 0*5 milligram 
would be 2*975 — 0*317 = 2*658 divisions; or i division 
of the scale would be equivalent to 0*188 milligram (^). An 
overweight of i milligram is next caused to act on the beam, 
and the balance is again made to vibrate. This weight 
ought to produce double the amount oi de\\ax!\oTt cacok&^d\s^ 
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he o*S milligram : if any difference is observed, the mean of 
he two observations is taken as representing the true value 
)f 5. The determination of I must be made with varying 
oadsy for, as already explained, the sensibility of a balance 
5 seldom constant In the instrument which gave the fore- 
going readings the sensibility increased with the load ; 



Load 


Value of « 


grams 


milligrams 


O* 


0209 


10 


0-202 


50 


o-i88 



It would obviously be absurd to employ such a refined 
method of weighing unless we are assured that the differ- 
ences in the relative values of the weights we use fall within 
the errors of observation. However good a set of weights 
may be, the values of the several pieces are never in exact 
accordance with their denomination : the 50 gram piece, for 
example, is seldom if ever exactly fifty times the weight of 
2ach of the i gram pieces, nor has each of the 10 gram 
pieces exactly ^th of the weight of the 50 gram piece. The 
method of determining minute weights by vibrations, as 
ibove described, affords a simple means of comparing the 
pieces in a set of weights, and of estimating their true values. 
A. delicate balance, placed in a room as little subject as 
possible to vibrations and changes of temperature, is care- 
fully adjusted, and the value of I determined on it in the 
manner already described — (i), with the pans empty; (2), 
writh a load of 10 grams ; (3), with one of 20 grams ; and 
[4), with one of 50 grams.* 

* In these determinations the greatest care is necessary to preserve 
he balance under perfectly uniform conditions. The operation should 
je conducted in a room (best in a cellar) set apart for the purpose. If 
he instrument is exposed to a sudden change of temperature, its equi- 
ibrium will almost inevitably be disturbed, owing to the unequal expan- 
iionof its arms. A rise of temperature also affects its sensibility (i) by 
ncreasing the distance between the centre edge and ceY\Ue o^ ^t^nVcj 
irid (2) hy Bexure of the beam. The value of one scale d'wmoxv. otv^. 
eJ/cate balance is invariably greater in summer than in -w'mtei. 
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A slight mark' is made with a sharp-pointed needle on one 
of the 1 0-gram pieces, best near its number: similarly one 
of the I gram pieces is marked ', the other is mailed '\ One 
of the two platinum o*i gram pieces and one of the coi 
gram pieces have each a second comer turned up ; these 
weights are respectively styled ci' and ooi' gram. The 
object of these markings, &c., is to enable the weights to be 
again recognised. One of the weights (say the unmarked 
10 gram piece) is considered as normal; this is placed on 
the pan to the right of the operator, and is tared with apiece 
of the same denomination from a similar set The beam is 
then cautiously released and made to vibrate, the excur- 
sions of the pointer being observed through a telescope 
])la(:e(l at a convenient distance (lo or 12 feet) from the 
balance. 'J'he position of rest x is deduced from the read- 
ings in the manner already described. The 10 gram is then 
rci)laced by the 10' gram piece, the balance is again caused 
lo oscillate, and a second set of readings taken. The adopted 
standard is again placed on the pan, and a third set of obser- 
vations made, and again the 10' gram piece is substituted 
and another set of readings taken. From the mean 
j)Osition of rest {x) deduced from the series with the 10' 
gram i)iccc, we determine the direction and extent of its 
difference from the adopted standard, i.e., the unmarked 
10 gram j)iece. The following mean results of actual read- 
ings will serve to show the degree of uniformity which may 
be expected : 



Tare V. 


10 


gram. 


Tare v. 


id 


gram. 


Observation 


X 


Observation 


JC* 


I 




+ 3 09 


II 




+ yio 


III 




+ 3"09 


IV 




+ 3*^6 


V 




+ 3'09 


VI 




+ 3" 


VII 




+ 3 "09 








Mean 




+ 3 09 


Mean 




+ 312 



It appears, therefore, that the 10' gram weight is 0*03 of a 
d'} vision heavier than the normal weight. Under a load of 
10 grams one scale dWxsiovi on this balance coti^s^oyv^^^ \.^ 
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0*32 milligram ; accordingly the 10' gram piece weighs 
10 + 0*00032 X '03 grams, or lo'ooooi grams when the 10 
gram piece is taken as normal. The set 5 + 2 + 1 + 1'+ 1" 
gram pieces is in like manner compared with ihe standard 10 
gram piece. The following mean readings were actually 
obtained : 



Tare v. standard lo gram 

I + 3^08 

III + 311 

V + 309 

VII + 310 



Tare f. 5+2+1 + i'+i 

II + 2^5 

IV + 2 82 

VI + 2*90 

VIII + 2 82 



Mean + 3*09 Mean + 2 85 

Hence it appears that the series 5 + 2 + i^i'+i" is 
lighter than the standard by 0*24 of a division, and ac- 
cordingly weighs lo* — (0*00032 X 0*24) or 9*99992 grams. 
The 5 gram piece is then repeatedly compared with the 
2 + 1 + 1' 4 i'' series, and the 2 gram piece with the i + i' 
and i + i" and I'+i'' pieces, and so on, the higher and 
lower denominations being compared in exactly the same 
manner. The results of the comparisons are thrown together 
in a table which should accompany the set of weights : in 
using these the sum of the corrected values of the several 
denominations is taken as the true relative weight of the 
object weighed. This table may conveniently resemble the 
one annexed, which contains the results of a comparison of 
a remarkably good set of weights by Staudinger of Giessen. 

D= Denomination of weight. 
W=True relative value. 



D 


W 


D 


w 


D 


W 


D 


v/ 


100 


9999971 


5 


5-00002 


0-5 


50002 


0-02 


0-02002 


50 


49-99971 


2 


I 99997 


0-2 


•19997 


O-OI 


0*01001 


20 


19-99989 


I 


099995 


01 


•lOOOI O-OI i 0-0I002 


ID 


lO-QOOOO 


I' 


0-99998 


01' 


•09999 001*1 0*00996 


ID' 


10*00001 


1" 


i-ooooo 


005 


•05001 01 *, 001004 




i 


/ 






* Riders 


\ 


\ 



3 2 Quantitative ■ Chemical A nalysis. 

The determination of the weight of a body with the 
greatest attainable accuracy is a problem of no slight 
difficulty. It not only demands on the part of the operator 
considerable skill and a thorough acquaintance with his in- 
strument, but also the knowledge of certain numerical data, 
some of which indeed can only be approximately known to 
him. Every substance immersed in a fluid is apparently 
diminished in weight by the weight of the fluid displaced ; 
and since all our weighings are made in the fluid which 
everywhere surrounds us, viz., the air, a balance carrying two 
weights in equilibrium simply shows that the weight of the 
body weighed less the weight of the air which it displaces is 
equal to the aggregate values of the weights less the total 
volume of air which they displace. Since every body dis- 
places so much air as is contained in the space it occupies, 
it follows that, in order to determine the true weight of an 
object weighed in air, we must know also : 

1. The volume of the body weighed {v), 

2. The total volume of the weights (z/). 

3. The weight of a given volume of dry air under stand- 
ard conditions (l). 

The weight of the object— z/l= the aggregate values of 

the weights — x^'l, 
or 

the true weight of the object=the aggregate values of the 

weights + z/L — z/' l. 

When the volume of the body weighed is equal to that of 
the weights employed, z'L—z/l=o: in this case only does 
the balance directly give the true weight of a body. When 
the volume of the body weighed is less than that of the 
weights, the expression {vl — z;'l) is negative : the apparent 
weight of the object is greater than its real weight. On the 
contrary, when the volume of the body weighed is greater 
than that of the weights, the apparent weight is less than the 
V weighty since vl is greater than t;'l. 
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We can determine v and v' either from the linear dimen- 
ions of the bodies, or more easily, and more accurately, from 
heir densities. The value of l requires correcting for varia- 
ion in temperature, pressure, and atmospheric moisture. 
W^e have therefore to observe the thermometer, barometer, 
ind hygrometer at the moment of weighing : v and v^ are 
also not invariable but are dependent on the temperature at 
the time of weighing ; we require therefore (when the greatest 
possible accuracy is desired) to correct for their expansion. 

It is seldom necessary to correct the indications of the 
balance to this extent, since it is only in the estimation of 
the combining weights of the elements, and in certain 
physico-chemical determinations that such extreme accuracy 
is needed. In such ca«es Table XI. in the Appendix will 
be found useful. The scope of this work will not permit of a 
fuller discussion of the precautions and corrections necessary 
in the exact determination of weight. We would refer for 
more complete information to a memoir by Bessel, in the 
*Astronomische Nachrichten,' vol. vii., or to Schumacher's 
paper, * Ueber die Berechnung der bei Wiigungen vorkommen- 
den Reductionen ' (Hamburgh, 1838), in which ^t principles 
of the corrections are very fully explained : the physical data, 
however, need revision. In Kuppfer's work, *Travaux de la 
Commission pour fixer les Poids et Mesures de Russie ' (St. 
Petersburg, 1841), is given a full account of the method of 
vibrations; and, lastly, in Prof W. H. Miller's classical 
memoir, * On the construction of the New Imperial Standard 
Pound' (*Phil. Trans.' Part III. for 1856), the best manner 
of conducting Gauss's method of reversal is described ; the 
tables of correction therein given are based on the most 
accurate data. 

GENERAL PRELIMINARY OPERATIONS. 

Before we commence any quantitative investigation it is 
desirable that we should have a clear conception of \\.^ 
object — that we should understand the question ov\t mc^vr^ 
rs intended to settle. If we steadily bear itv m\xv^ ^^^ 

D 
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reason of our labour we shall be guided in the proper 
selection of the specimen of the substance which we desire 
to analyse. Supposing that we have a mineral, and wish to 
determine its composition with the object of elucidating its 
constitution, we ask ourselves in the outset — would an analysis 
of this particular specimen afford a proper solution of the 
question ? We examine it with a lens, or by some other 
appropriate means, to learn if it is free from foreign 
matter ; if it is imbedded in a matrix, we carefully remove 
the adhering gangue ; we then break up the mineral, and 
select the cleanest and apparently purest pieces ; in short, 
we do everything that the nature of the case suggests to 
assure ourselves that we have an individual body to analyse, 
and not a mixture of substances. 

Again let us suppose that we are called upon to examine a 
cargo of ironstone, or other heterogeneous mass, with the view 
of ascertaining its value. We should not content ourselves 
with examining the first lump of the mineral which came 
under our notice, but we should carefully select and mix a 
sufficient quantity from various parts of the mass, reduce 
the mixture to coarse powder, thoroughly intermix it, and 
then take a portion for analysis. 

In the plan of instruction given in this book, the first 
work of the beginner in quantitative analysis is the determi- 
nation of the constituents of simple and definite compounds 
of which the composition is already established. One of the 
objects of these exercises is to afTord him the means of 
gauging his progress in manipulative skill. To this end the 
substances to be analysed must actually contain only those 
constituents they are represented to contain ; in other words, 
they must be pure. If their purity cannot be guaranteed, 
the main object of these exercises is missed : the student is 
not in a position to compare his experimental results "vnth 
the supposed composition of the body, and from the want of 
a sure control he fails to acquire that degree of proper con- 
^dence in his work which, every operator ow^w. X.o ^o?,^^^^ 
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Many of the operations of quantitative analysis are of 
continual recurrence. They may therefore be most conveni- 
ently described in this introductory part. 



Mechanical Division, — In order to render the substance 
we wish to analyse more susceptible to the action of solvents 
or fluxes, it is generally desirable to reduce it to a more or 
less finely-divided condition. This operation is usually con- 
ducted in mortars. The kind of mortar to be employed 
depends upon the hardness of the substance ; in all cases 
the material of the mortar and pestle must be considerably 
harder than the body to be powdered, otherwise the sub- 
stance to be analysed will be inevitably contaminated with 
the material of the mortar. In general, smooth porcelain 
mortars suffice for pounding salts, whilst most minerals 
require to be powdered in mortars made of agate. The 
agate mortar and pestle should be free from cracks or 
crevices : the pestle may be conveniently inserted into a 
wooden handle, which renders it much easier to use. Very 
hard substances should first be broken into small .pieces by 
wrapping them in paper, and striking them with a hammer 
upon a smooth surface of iron. The pieces should then 
be reduced to coarse powder in the steel mortar (fig. lo). 
a is a solid block of steel, into the slight 
cavity at the top of which fits the hollow 
cylinder b ; in this cylinder are placed the 
pieces of the substance to be crushed. The 
solid pestle c is then placed in the cylinder, 
and repeatedly struck with a hammer until 
the pieces are sufficiently broken up. Some 
minerals which suffer no change on ignition 
(e.g. quartz containing gold) may be disinte- 
grated by being repeatedly heated and 
thrown into cold water. 

In order to obtain the complete decomposiUoxv oi itv^xv^ 
mmemls and insoluble bodies hy the action o^ ^Mxe?», *\\. \s. 

D 2 
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Desiccation. — It has already been stated that before we 
"can proceed to analyse a substance we must be assured \hz.t 
it is free from all unessential constituents. The most 
frequent of these unessential constituents is moisture, by 
which term we also understand the water over and above 
that which may be proper to the constitution of the com- 
pound. This mechanically-held water may be due to the 
method by which the body has been prepared, as in the 
crystallisation of salts, or it may be derived from the atmo- 
sphere, as in the case of certain minerals. The majority of 
substances require to be dried before they can be analysed 
quantitatively. The method by which this can be most pro- 
perly and readily accomplished depends upon the nature of 
the body. If the substance contains water of crystallisation, 
repeated pressure between folds of filter-paper often suffices 
to remove the moisture. Occasionally it will be better to place 
the finely pulverised body in an 
artificially dried atmosphere, over '^ "" 

some hygroscopic substance, such 
as calcium chloride or strong sul- 
phuric acid. Fig. ri represents 
a convenient form of drying appa- 
ratus or desiccator, as it is often 
termed. It consists of a glass 
bell-jar with ground and greased 
rim, resting on a plate of ground 
glass ; the dish is partly filled with 
strong sulphuric acid ; the tripod 
may be made of glass rod, and 
the circular plate to support the 
d'sh or crucible containing the ^'~'"" .:—-="- 
substance of thin wood or metal. It is sometimes desirable 
to hasten the desiccation by conducting it under diminished 
pressure ; the apparatus has therefore an arrangement to 
connect it with the air-pump or other instrument for pro- 
curing a vacuum. 




»"^; :, 
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-v.~»it^»r rase of sheet copper, in wliich the water 
-■ »«4 whirh only communicates with the air at a 
^'^U'X- rontiniially drops into a to replenish that 
• **iration, and the steam makes its escape through 
•'**^'*'«phere within the chamber may be renewed 

*-h(iles c c'vci the door. 
■Jwi4v t>ears a higher temperature without change, 

heatfd in the air-bath. Fig. 14 represents a very 

■ ■ Fig. 14. 





m of this apparatus ; it is made of sheet-copper, 
ted by the lamp /, the flame of which should be 
J by an earthenware cylinder, indicated by the 
es in t^ " nire. The substance to be dried is 

in the chamber, the temperature of 

snnometer t In ceTta\\\ aY\3iVj\.\c^ 

e to maintain the bath at a cox\?»\ax\^. 
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Fig. iz represents a more portable form of desiccator; 
it is especially convenient for allowing hot crucibles, &c, 
to cool in a dry atmosphere pre- 
^ "■ paratoiy to weighing them. The 

lid and lower portion are of glass, 
ground tt^ether, their perfect con- 
junction being secured by a slight 
film of grease. A brass rim, fitting 
into the aperture of the lower 
vessel, which contains sulphuric 
acid or calcium chloride, carries 
a triangle to support the crucible, 
&c 
Substances experiencing no alteration in the neighbour- 
hood of 100° may be more quickly dried in the steam-bath. 





Fiff. Tj represents a simple and coTwenlfttA form, of this 
apparatus J it consists of a chamber aiino<mdti oxv %s« 
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sides by an outer case of sheet copper, in which the water 
is placed, and which only communicates with the air at a 
and b. Water continually drops into a to replenish that 
lost by evaporation, and the steam makes its escape through 
b. The atmosphere within the chamber may be renewed 
through the holes ^ ^ in the door. 

li the body bears a higher temperature without change, 
it may be heated in the air-bath. Fig. 14 represents a very 

Fig. 14. 





simple form of this apparatus ; it is made of sheet-copper, 
and is heated by the lamp /, the flame of which should be 
surrounded by an earthenware cyUnder, indicated by the 
dotted lines in the figure. The substance to be dried is 
placed on the shelf within the chamber, the temperature of 
which is given by the thermometer t In cetlam 2iTi2\^\\eA 
operations it is desirable to maintain the ba\.\i at a coxv?X».xi\. 
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temperature for a considerable time ; the flame must there- 
fore be kept of a constant size, and be corrected for varia- 
tions in the pressure of the gas. It is very convenient when 
the bath itself can be made to regulate its temperature, so 
that if it becomes over- or under-heated it can momentarily 
cut off or increase the supply of gas. The apparatus shown 
in the figure is fitted with one of the many forms of regu- 
lators which have been described. The U-shaped tube 
contains mercury, into which dips a tube connected with the 
gas supply ; the gas from this tube passes through a narrow 
slit, thence up a glass tube, through the side-tube j, with 
which the caoutchouc tube of the lamp is connected. By 
means of a loosely-fitting screw, the gas-supply tube can be 
raised or depressed within the mercury, so that the length 
of the slit, and therefore the amount of gas passing through 
the apparatus for a given pressure, can be varied by 
surrounding it with more or less mercury. The other end of 
the U-tube is connected with a reservoir of air a, placed in 
the bath. If the screw is so regulated as to maintain a 
given temperature when the reservoir is heated, any increase 
or diminution of this temperature will be accompanied by a 
proportional increase or diminution in the volume of air 
within this reservoir, and a corresponding rise or fall in the 
height of the mercury surrounding the orifice through which 
the gas issues to the lamp. By means of this arrangement a 
uniform temperature within the bath (within 2° at 150°-! 70°) 
may be readily maintained. 

Weighvig otit t/ie substance. — Having obtained it in a fit 
state for analysis, and having fixed upon the scheme of 
separation to be adopted, the student next weighs off a 
certain amount of the substance, and proceeds to treat it in 
accordance with the requirements of his plan. Nd exact 
general rules can be given as to the amount which \rill be 
required for the analysis, since so much depends upon the 
nature of the body, and the proportion of its several con- 
stitiwnts. The greater the amount takers, V\\'e mot^ ;3iCLo\\;3L\fc, 
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cat eris paribus^ should be the analysis, since the unavoidable 
errors in precipitating, washing, and weighing do not exercise 
the same degree of influence on the final result, when the 
quantity of the substance is large, as when it is small. On 
the other hand, the smaller the quantity operated upon the 
sooner will the analysis be finished, but at the same time 
the demand upon the manipulative skill of the operator will 
be increased. The object for which the analysis is required 
can alone tell us how far we should sacrifice accuracy to 
time. As the student will glean from the following examples, 
no strictly uniform plan can be given of the manner in 
which substances should be weighed off for analysis ; in 
general, however, the body, especially when in the state of 
powder, is weighed out from tubes. The light tube con- 
taining the body, and fitted with a good cork, is accurately 
weighed, the tube is removed from the pan, the cork is with- 
drawn, and the proper quantity of the substance cautiously 
shaken out into a beaker or crucible, as the case demands ; 
the cork is now replaced, and the tube and its contents are 
again weighed. The difference between the two weighings 
gives the amount of the body taken for analysis. 

The further treatment of the substance depends upon the 
nature of the constituent or constituents to be estimated. 
The experience to be gained from the examples which 
follow will suggest the proper methods. It most frequently 
happens that the body is to be brought into a state of 
complete or partial solution, and the constituents separated 
either by evaporation or by precipitation, or by both pro- 
cesses. Thus we can determine the nitre in gunpowder by 
treating that substance with water, whereby the salt is 
dissolved, separating the solution from the undissolved 
portion, evaporating it to dryness, and weighing the residue. 
We can analyse common salt when in solution by precipita- 
ting the chlorine by the addition of silver nitrate, and 
weighing the silver chloride produced : the soVwVvotv ^"C^ 
tontaJns the sodium (now as sodium nittate) *, \.\vv?», ^^V^*^ 
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the removal of the excess of the silver by appropriate 
means, can be obtained by evaporation. Precipitation can 
only be resorted to when the precipitate is practically inso- 
luble in the liquid in which it is formed, and when, pos- 
sessing a constant composition, it admits of being freed 
from foreign substances, and of being accurately weighed 

Evaporation, — Liquids are generally concentrated by evapo- 
ration in porcelain basins placed over a lamp, care being 
taken that the solution never enters into actual ebullition, as 
this would occasion loss by portions being projected from 
the dish. Unless the evaporation is conducted in a room set 
apart for the purpose, it will be advisable, indeed actually 
necessary, if many persons work together in the laboratory, 
to protect the liquid from dust. A piece of glass rod bent 
before the lamp in the form of a triangle, and covered with 
a sheet of filter-paper, and supported on a stand over the 
dish, forms an efficient shield (fig. 17, p. 45). In the evapo 
ration of acid liquids it must not be forgotten that the 
fumes may dissolve out the inorganic constituents of the 
paper (iron, lime, &c.) and the condensed vapour dropping 
back into the dish may contaminate the liquid with those 
substances. In such cases the paper used must be freed 
from these soluble matters by treatment with acid in the 
manner to be hereafter described. 

Liquids containing gas, which is evolved in bubbles on 
the application of heat, are very liable to sustain loss by 
spirting. In such cases the dish should be covered with a 
large watch-glass, and the liquid should only be gently 
heated so long as the evolution of gas continues. When 
it has ceased, the projected portions maybe rinsed from the 
watch-glass back into the dish. The evaporation of such 
liquids may also be conducted with less chance of loss in 
obliquely-placed flasks, which should only be half filled : the 
portions spirted strike against the upper part of the flask, 
and are washed back again into the main body of the liquid 
by the condensing steam. With the ftasV so U\\^<\ ^^\\c^vd 
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may even be gently boiled, with a very remote chance of 
anything being projected. 

Occasionally a liquid has to be evaporated to drjness in 
a platinum crucible, in order that the residue may be 
weighed. If the boiling pyint is much higher than that of 
water, the evaporation is best conducted by heating the 
crucible, placed obliquely, in the manner seen in fig. 15, 
the heat being directed upon the crucible above the level 




of the liquid. By placing the lid in the position indicated 
in the figure the evaporation is materially accelerated since 
a current of air is thus caused to play over the surface of the 
liquid. A little piece of wire gauze placed on the top of the 
lamp, enables the smallest flame to be produced without any 
fear of the gas igniting within the tube. This method of 
evaporation from the surface is especially semceabXe \t ft«i 
iiquia cunLims a precipitate; by heating tVie ctucftiVa a.V'fcfe 
bottom it is almost impossible in such a case to pieseux-Xo^^^l 
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succussion or bumping. It is also useful when the heated solu- 
tion has a tendency to creep up the sides of the crucible ; the 
liquid evaporates as it ascends, and meets the heated surface, 
and the residue is prevented from passing out over the rim. 
Or the crucible may be placed in a vertical position with the 
lid partially over the side, so that a small flame placed beneath 
the lid heats the extreme end to dull redness. By conduc- 
tion the whole lid becomes hot, and radiates suflicient heat 
to effect a tolerably rapid evaporation of the liquid. 
- But as a rule it is safer to conduct the evaporation of 
liquids over the water-bath. Fig. i6 represents one of the 
simplest forms of this apparatus ; it consists of a vessel of 
sheet-copper, about 15 centimetres in outside diameter, par- 
tially filled with water, and set over a lamp ; the vessel to be 
healed by the steam is placed on the top. The bath is fur- 
nished with a number of flat rings of various diameters, 
adapted to receive ^essels of different sizes. In order to 
guard against the effect of inadvertent evaporation of the water 
in the bath, the apparatus, as represented in the figure, has 
a simple contrivance for turning off the gas when the copper 
basin becomes dry. The lamp is provided with a cock, the 
lever of which is prolonged and weighted with lead : it is kept 
in position by a piece of thin thread passing over the rim of 
the basin, and attached to a hook at the bottom. When 
the basin becomes dry, the thread chars, and breaks, and the 
lever falls and shuts off the gas. 

It is far better, however, so to arrange the bath that 
the water is continually replenished. The apparatus seen in 
fig. 17 is designed with this object. The water flows in 
from the main at ^ ; by raising or depressing the glass tube 
which slides watertight through a piece of caoutchouc tube 
slipped over the lower portion of ^, any required height of 
water may be obtained in ^, and accordingly in the bath. 
The overflow runs through b^ and may be carried away by 
a. piece of attached caoutchouc tube. This bath has also 
3 number of flat rings, to suit vessels o^ vai\ows svxe^, 
Bunsen has devised an excellent form oi wat^iAaaxV, v«\v\^ 
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;n once regulated necessitates no attention on the part 
he operator in regard to the water supply. It is repre- 
ted in fig 18 p 46 

'he bath a is made of sheet copper, and is partially 
d with water which is heated by the lamp a, the flame 




vhich passes into the chimney shown in the figuti.- by 
:ed lines. The fresh water enters from the apparatus b. 
s consists of a wide glass cyUnder, nearly filled with 
;r, in which is a float, the lower cylindrical part of 
:h contains mercury, wliereby it is maintained in a. \«- 
I position, and at a certain heiglit in the waiet. T\\^cju^^ 
jppcr opening dtps a tube/, connected md\ 'tVve -WB-Xet 
.'/ this tube is fastened to tJie cylinder, Wt ^'ric ie^'Ctv 
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to which it dips into the float can be so regulated that at 
the proper Jevel of water the float rises, and the mercuiy 
cuts off the eatrance of the water. The water-bath is con- 
nected with the cylinder by means of the tube f ; as the 
water evaporates, its level in b sinks, whereby the float falls, 
until the end of the tube/is-«ncovered by the mercuiy; 
water now enters and flows over into b, and the float, again 




rising, shuts off the witer This apparatus is more espe- 
cially adapted to a lai^e laboratory, since any number of 
the water biths niaj be connected together, one cylinder 
and float serv mg to rej lenish them alt, without waste of water. 
It must not be forgotten that the material of the vessel in 
whicJi the evaporation is conducted, is, in genera!, more or 
less attacked b^ the liquid ; it has already been stated that 
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even pure water dissolves very appreciable quantities of 
glass. The influence of the matter dissolved from the 
flasks, &c., used in the operations, is too frequently lost sight 
of in quantitative analysis : there is no doubt that the results 
are affected to a greater degree than is usually supposed. 
Experiment has shown, that, in the case of new vessels, the 
amount of glass dissolved by a heated liquid is always greatest 
in the first hour, and gradually diminishes, until it reaches a 
certain amount, after which the quantity passing into solu- 
tion is, within certain limits, proportional to the time of 
action. The amount dissolved is proportional to the surface 
on which the liquid acts, and is independent of the amount of 
liquid vaporised, so long as it is maintained at the boiling 
temperature ; that is, the mere rapidity of the evaporation is 
without influence. The amount dissolved is in proportion 
to the temperature of the liquid. 400 c.c. of boiling water 
in a glass flask of 600 or 700 c.c. capacity* dissolved in 
the first hour 89 milligrams ; in three hours, 14 "8 milli- 
grams ; in six hours 22*5 milligrams ; in twelve hours, 32*5 
milligrams ; in twenty-four hours, 53*3 milligrams, and 
in thirty hours, 66*5 milligrams. The same quantity of 
dilute hydrochloric acid (11 percent.), boiling in a similar 
flask, dissolved only 4*2 milligrams in the first hour; 5'i milli- 
grams in the third ; 7*3 milligrams in the sixth ; 9*4 milligrams 
in the twelfth ; and 17*0 milligrams in thirty hours. Dilute 
hydrochloric acid exerts much less action therefore than pure 
water. Nitric acid in like manner exerts comparatively little 
action on glass. 400 c.c. of dilute ammonia (9 per cent.), 
dissolved from a precisely similar flask 67 milligrams in 
one hour ; in three hours, 15*5 milligrams; in six hours, 
25*3 milligrams ; in twelve hours, 43*9 milligrams ; in 
twenty-four hours, 84*8 milligrams, and in thirty hours, 99*6 
milligrams. It appears that the extent of action of am- 
monia-water varies very slightly with its strength, A 
solution of ammonium chloride (7 per cent.), dissolved in one 

* Composition oi g\ass, SiO.j 7S'S^ CaO 8-6, l^a^O ivo»^^^ o*^. 
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hour 4*2 milligrams ; in six hours, 7*3 milligrams ; in fifteen 
hours, 9*6 milligrams; and in thirty hours, 14*6 milligrams. As 
a general rule, liquids possessing an acid reaction, even when 
they contain salts in solution, dissolve less of the glass than 
when they have an alkaline reaction. I'he comparatively 
small quantity dissolved by the ammonium chloride solution 
is in a great measure due to the fact that this liquid acquires 
an acid reaction on boiling, owing to the dissociation of the sair 
ammoniac : the liberated hydrochloric acid appears to exert 
a preservative action on the glass. Dilute sulphuric acid, 
however, exerts a marked action, twice as strong indeed as 
that of water. The amount dissolved by alkaline fluids is 
very considerable, even when the quantity of alkali is smaD; 
in six hours 400 c.c. of a boiling liquid, containing i pe: 
cent, sodium carbonate, dissolved 34*8 milligrams; the 
addition of 4'^ of a per cent, of caustic potash to water 
increases its action threefold. Certain salts, as ammonium 
carbonate, calcium chloride, common salt, potassium chlo- 
ride, nitre, act upon glass to the same extent as water ; 
sulphate and phosphate of sodium act much more energeti- 
cally, the action of the latter salt being six times that oi 
water. Direct experiment has shown that the glass in all 
these cases is virtually dissolved ; the liquids do not extract 
any one constituent in preference to others. Very little 
difference is observed in the action of the liquids on glass 
of varying composition, but the true Bohemian glass, rich in 
silica, and poor in soda, is of all the least attacked. Porcelain 
vessels are scarcely acted upon by any heated liquids, ^nth 
the exception of the alkalies, and even in their case the 
action is very much smaller than with glass : therefore 
vessels of the former material should invariably be used in 
evaporations, &c., whenever circumstances permit* 

The precipitation of substances intended to be collected 
and weighed is usually effected in beakers, on account o\ 

* Emmerling, Ann. der Chemie uudT?\\axm., \$o.-iVl' 
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the facility with which the bodies may be transferred, either 
to the filter or to the vessels in which they are to be 
weighed. In cases where the liquid is strongly alkaline, or 
where it has to be heated for some time, it is better to use 
porcelain basins. The separation of the precipitate from the 
hquid in which it is formed, is accomplished either hy de^an- 
talion Qthy Jiiiration, Oi hy a. combination of these processes. 
In general, where the liquid has to be filtered, it is advisable 
to allow it to stand at rest for some hours after the addition 
of the precipitant, for the reasons : (i) (hat the complete 
separation of the suhstance in the insoluble form occurs onlj 
after some time ; and (2) that in certain cases, if thrown on 
the filter immediately after precipitation, it is apt to pass 
through the pores of the paper. Before proceeding to 
separate the liquid, the operator must invariably assuie 
himself that the precipitant is in excess, by adding a few 
drops of its solution, and noting 
if any further turbidity is pro- 
duced. The clarification of the 
liquid on standing allows this 
to be ascertained with greater 
certainty. In cases where the 
.precipitate forms only after some 
time, the precipitant must be 
added to a portion of the su- 
pernatant Uquid, poured into 
another vessel. 

The separation of precipitates 
by decantation is but seldom 
resorted to, on account of the 
length of time which it occupies, 
I and the comparatively large 
^ount of water needed for ' 
thorough washing. If, however, 

the precip/(aie Aas a high specific gravity, and'w ■5-ia,cX\t:a&^ 
insoluble in watery as in the case of silver cWonde, mcXaSic 
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Rj^rirr, .Lc:-. the process raav Ibe ^drmtageoosly emplored. 
Tr.e "t :':. *:c-rr.:c of :he preci^icitt ctkcs pSace most readilT in a 
ve*vcl of the fonr. 5-E^r. in eg. 19. pu 49 : this should be made 
of ;:li.** r^fnoier.:Iv iliin to fce heated without risk of l^actnie, 
*:r>0!er w'^rrQinz greatly axxelenites die sabsidence. The dear 
Ii^; u:^: Lt oor.ver.iently removed byasyphoiudie icHigerlnnbof 
i^Tiioh oan be closed Ly 2 pinch^ock. so that when die fbsk is 
re:. It niched 'w'lth the washing floid, the syphon, being always 
is;Icd 'Aith li'iuid. can again be set in action without the 
ojxrrator r>r:r;g under the necessity of refilling il The precipi- 
tate L> thert trar.sferred bv the aid of the wash-botde to the 
cricible or diish in which it is to be wdghed, the fluid used 
iri the transference being poured away, as far as practicable, 
and the precipitate dried. The decanted liquid should in- | 
variahiv Ix: set aside, in order to allow anv of the iosoluble 
sut^tance which may have inadvertendy been carried over, to 
subside : if any is detected, it is separated frcMn the liquid in 
the manner described, and either added to the main quantity 
or weighed by itself. 

In the majority of cases, decantadon and filtrarion are 
corribined ; that is, the liquid is poured through the filter 
Avithout disturbing the precipitate, and the precipitate, after 
havir.:/ been agitated with fresh washing water, is allowed to 
subside during the time occupied by the contents of the 
filter in passing through the paper. Filter paper should 
permit of rapid filtration, and yet possess pores sufficiently 
minute to prevent the passage even of the most finely 
divided precipitates ; it should, moreover, be as free as 
f^ossibl^; from inorganic matter. The Swedish filter-paper, 
with the water-mark ' J. H. Munktell/ is generally con- 
sidered to fulfil these conditions in the highest degree. It 
contains about 04 to o*6 per cent, of ash, consisting of 

Slli'^ja Alumina Iron Lime Magnesia 

35 16 384 4506 1409 IOI-99-I6.* 

* From an analysis communicated by Mt. \\a\Xei DeaxdeGL, Ovctf 1 
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ount and nature of the asli vary, however, with 

' makes ' of the paper. 

>aper should be cut into fihers of various sizes by the 
:ircular patterns made of tin-plate or sheet-zinc ; 
lay with advantage have the radii 3, 4, 5, 6, and 8 
tres. The filters possessing these radii are respectively 
;ed as Nos. 3, 4, 5, 6, and 8. The filters should be 
with dilute hydrochloric acid Twhich extracts nearly 
)le of the inorganic matter, with the exception of 
a), and afterwards be thoroughly 

with water and dried. This ^"^ "■ 

It with acid may be conveni- 
ade in the apparatus represented 
20. The ready-cut filters are 
in the vessel, and covered with 
lydrochloric acid (i part acid to 
vater), which is allowed to act 
# hours. On opening the pinch- 

the bottom, the acid h([uid flows 
;he filters are then to [)e repeat- 
?hed with water until every trace 
has disappeared, after which they 
dried in the water- bath. 
)perator must now determine the amount of ash left 
ing the prepared filters, since this requires to be sub- 
rom the final weighing of the separated substance, 
porcelain crucible is heated over the lamp, placed in 
iccator and weighed when perfectly cold. The cm- 





placed on a smooth glazed sheet of papet, ftg,, 2\ \ 
be dkeis (No. 5, for example) is lepea-tedV^ fo\4ft4 
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over in plaits of about i centimetre in breadth, and tightly 
rolled between the finger and thumb from one end of the 
folded length to the other until it has the form seen in fig. 
2 2. About half the length of a piece of platinum wire 40 
centimetres long is wrapped round the rolled-up filter, which 
is now lighted at the lamp and held over the crucible. The 
flame quickly disappears, and the paper becomes reduced 
to a mass of glo\ving carbon. As soon as the last spark has 
died out — but not till then — the flame is made to play on the 
ash held over the crucible, to complete the combustion of 
the carbon. The ash should now be white or have at most 
a reddish -gray tinge, without the least trace of blackness. 
Care should be taken not to heat the ash more strongly than 
is necessary to bum the carbon, or it may fuse to the plati- 
num wire. This more readily happens with filters which 
haye not been treated with acid, and which, therefore contain 
comparatively large quantities of lime, iron, &a The ash 
is now shaken out of its platinum cage into the crucible, and 
by tapping the wire against the rim of the crucible, any 
adhering traces are readily detached. This process is to be 
repeated ^vith five additional filters ; the crucible is again 
placed in the desiccator, and when cold re-weighed. The 
difference between the two weighings divided by 6, gives the 
amount of ash left by a No. 5 filter. Call this amount a\ it 
is easy from this to calculate the ash left by each size of 
filter. A No. 5 filter has a radius of 5 centimetres ; its super- 
*ficial area is =r27r or 5 x 5 x 3*i4=7S*5 sq. centimetres- 
Required, for example, the weight of ash of No. 8 filter (a): 
8 X 8x3'i4 area=2oo*9 centimetres; and 78*5: 200*9 IT 
a \ X. It is convenient to prepare a large number of such 
filters at a time, and to calculate and arrange in a little table 
for use the amount of ash left by the different sizes. 

Glass funnels should always be employed in quantitative 
analysis: the sides should be inclined at an angle of 60°, and 
should he free from irregularities ot bxA^Tv^s*, \Jc\^ ^\fc^ 
should not be too short or too wide, and t\v^ exvd ^o\\^^ 
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cut obliquely. The size of the funnel to be employed of^ 
course depends upon the size of the filter required ; the filter 
must never project beyond the funnel ; it should be within 
one or two centimetres from the edge. The size of the 
filter in its turn depends upon the bulk of the precipitate to 
be filtered : the precipitate should not occupy more than 
half the capacity of the filter, or the process of washing will 
be very tedious. 

The filter paper should be carefully folded, and properly 
placed in the funnel, moistened with hot water (unless cir- 
cumstances forbid this), and pressed with the finger so as to 
cause it to fit closely to the funnel ; for the better it fits, the 
more rapidly will it filter, and the less will be the danger of 
rupture on washing. The- funnel is placed in a convenient 
stand, so that the edge of the stem touches the side of the 
vessel intended to receive the filtrate. By allowing the 
liquid to flow down the side, all splashing and consequent 
risk of loss of the filtrate is avoided. The liquid to be 
filtered should never be poured directly into the funnel, but 
down a thin glass rod, the stream being so directed as to fall 
against the side of the filter ; if poured into the apex, loss by 
splashing will inevitably ensue. The rim of the vessel con- 
taining the liquid to be filtered should be slightly greased 
with lard (free from salt) ; this prevents the chance of the 
liquid running down the outside of the vessel. Whilst not 
in use, the rod is placed in the vessel containing the preci- 
pitate, or, if this ought not to be disturbed, in a litde flask or 
beaker, which is afterwards rinsed out into the filter so soon 
as the whole of the precipitate has been transferred. It is 
advisable to cover the various vessels with glass plates 
during the progress of the filtration, to prevent dust falling 
into them. The plate covering the beaker in which the 
filtrate is received must of course have a small hole at the 
side to admit the stem of the fiinnel ; this may be readily 
snipped out by a pair of pliers, or by a key, the wards of 
which allow of the insertion of the glass. 
It frequently happens that small particles oi tke^^^cv^^XaX^ 



54 



Quantitative Cliemical Analysis. 



firmly attach themselves to the sides of the vessel and can- 
not be rinsed out on to the filter. To remove them, the end 
of the glass rod should be covered with a short piece of thin 
unvulcanised caoutchouc tubing (about i centimetre long): by 
rubbing this against the sides of the vessel, the last traces of the 
precipitate may, generally, be readily detached. Or, instead 
of the rod coated with india-rubber, a feather may be used, the 
plumules of which have been torn away to within 2 centi- 
metres of the end ; those remaining are to be cut parallel to 
the quill and within '5 centimetre of it In transferring 
precipitates from a basin, the little finger may be often ad- 
vantageously used to rub away any of the substance from the 
sides. In all cases it must not be forgotten that the rubbing 
instrument, after use, must in its turn be carefully rinsed. 
If the substance cannot be detached by mechanical means, 
it must be re-dissolved and again precipitated. 

The form of wash-bottle best adapted for use in quantita- 
tive analysis is seen in fig. 23 ; as the nozzle is moveable, 



Fig. 23. 



Fig. 34. 





the jet may be directed to any required spot. Fig. 24 shows 

another kind of wash-bottle with moveable nozzle : it is 

especially convenient for washing down the precipitate fi*om 

an inverted beaker held over the funnel. The orifice of the 

nozzle should not be too large, ox t\ve amovxnx. oi ^j^j^et x^ 
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quired to bring a precipitate on to the filter becomes 
unnecessarily great In washing a precipitate on the filter, 
the stream should be directed round the edge of the paper, 
and care should be taken that the force of the jet is not so 
great as to rupture the paper. Carelessness in directing the 
jet will inevitably cause portions of the precipitate to be pro- 
jected out of the funnel. The operator should also guard 
against the formation of channels in the mass of the precipi- 
tate, through which the water tends to flow without coming 
hito contact with the bulk of the substance. He should never 
refill the filter with liquid until the previous quantity has 
passed through : neglect of this rule not only retards the 
process of washing ; but often occasions a turbid filtrate. As 
a rule hot water should be employed in washing ; its use 
accelerates the process greatly ; the few cases in which it is 
objectionable will be mentioned hereafter. In order that the 
heated wash-bottle may be conveniently handled, a coil of 
thick string, or some other badly conducting material, may 
be wrapped round its neck. 

Occasionally the washing is conducted with other liquids 
than water. Thus in the estimation of potash and ammonia 
the double platinum salts are washed with alcohol, and in 
the determination of magnesia and phosphoric acid the pre- 
cipitate is washed with dilute ammonia water. One separate 
wash-bottle should be employed for all the special liquids ; 
IS it will be comparatively seldom used, it may have only 
half the ordinary capacity. By attaching a small piece of 
caoutchouc tubing to the end of the shorter tube of this 
ivash-bottle beneath the cork, cutting a slit through the 
caoutchouc to within a centimetre from the end, and stopping 
it nearly up to the slit with a small piece of glass rod, a simple 
valve is formed which effectually prevents the escape of 
the vapour of these special washing fluids — some of which, 
like sujphuretted hydrogen and ammonia, are very irri- 
tating. The valve only opens by inward pressure and closes 
immediately when this pressure is \vithdraYrii. 

We cannot too strongly impress upon ftie "b^^vcixvet ^^ 
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necessity of conscientiously performing the operation of 
washing ; imperfect or careless washing is a very frequent 
source of error in quantitative analysis. He should 
invariably ascertain, before he discontinues the opera- 
tion, that the liquid passing through no longer contains 
any of those substances which it is the object of the washing 
to remove : thus in the determination of chlorine as silver 
chloride, he should test the filtered wash-water by adding to 
a portion of it, collected apart in a test-tube, a drop of dilute 
hydrochloric acid ; if the silver chloride has been washed 
free from the excess of silver nitrate, not the feintest turbidity 
will be produced. 

In certain cases, however, such methods of testing the 
perfection of the washing are inapplicable. It is obvious 
that if we wash twice with a given quantity of water, 
we reduce the impurity more than if we wash once with 
double the quantity. For, let the original impurity be 
I gram, and let us add lo grams of wash-water and filter off 
lo grams : there will then remain -jij-th of the original 
impurity. At the second washing there will remain jV^ of 
that, or y Jy of the original. If we had added the 20 
grams at once, the impurity would have been only reduced 
to tjV- It is evident that for the same amount of wash- 
water we shall get the best result by using small quantities 
at a time, and washing many times. 

The following table gives an approximation to the smallest 
volume of wash-water, and minimum number of washings 
required, to reduce the precipitate to a given state of purity. 
It is obtained by regarding the apparent volume of the pre- 
cipitate at the bottom of the beaker or on the filler as 
consisting luholly of a solution of impure matter, which it is 
re([uired to reduce to a certain degree of purity, by successive 
dilutions with a constant volume of water. 

Let V be the volume of the precipitate at the bottom of 
the beaker or on the filter, regarded as above, v the amount 
of wash-water used at each washmy;, n \!tie nvmcfe^x ^^ 
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washings. Also let - be the fraction of the original amount 
of impurity which- remains after « washings, then 

(e^v)"-j <■> 

Further, if w be the total volume of water employed in the 
« washings, w=« v, and (i) becomes 

(■ + M)"=- w 

If we make « infinite, a well known algebraical theorem gives 

W = » log, a (3) 

and this value of W is the smallest volume of water "by the 
use of which the impurity can be reduced to - of its original 
amount 
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By taking the logarithm of formula (i) we obtain 

log a 

iog77+~Y) • • • • (4) 

the logarithms behig' cdtnitiod logarithms, and this formula 
enables us to find the least number of washings requisite to 

bring down the impurity to a fraction - of its original 

amount, by the. use of ^a quantity v at each washing. 
The foregoing table has been calculated from it The top- 
most line of the heading shows the fraction — . 

• ^ - a 

By employing for each treatment the same volume of wash- 
water, and approximately determining the relative volumes 
of the precipitate, and of the washing liquid, used each time, 
we may obtain from the table on the preceding page, calculated 
from the foregoing formula, the minimum number of treat- 
ments required to reduce the impurity in the precipitate to 
touVtrf^toooym-ijUit or Ti^(yrt of its weight Column I. gives I 
the relation of the volume of the precipitate to the volume of 
the washing-fluid employed for each treatment Column II-» 
the minimum number of treatments necessary for the par- 
ticular extent of washing desired, and Column III., the total 
volume of wash- water which \vill be obtained. (See p. 57-) 
Let us suppose that we have a precipitate occupying a volume 
at the bottom of the beaker of thirty cubic centimetres, and 
that the amount of liquid we employ to wash it each time 

is fifteen cubic centimetres, then - is of course o*5, and 

if we wished to remove the impurities to the j^o^nr^ P^' 
we learn from Column II. of the table that we must treat it ai 
least 27 \z(d"]) times with this amount of water (viz., 15 c.c)-' 
that is to say, the minimmn amount of wash- water needed will 
be 399 cubic centimetres. In cases of simple decantation from 
beakers, the volume occupied by the precipitate, as compared 
with the fluid above it, may be very easily determined by 
hying a strip of paper along the side of l\\e\i^a)^^x,xfta:to^'^ 
oJTt/ie height of the j:)recipitate, and leveV oi tVv^ \vv\\i\^, ^^^ 
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finding the number of times the length corresponding to the 
height of the precipitate may be folded into the length corre- 
sponding to the depth of the supernatant liquid. In applying 
this table to filters, the capacity c of these must be calculated ; 
it is given by the formula 






Zs'z 



where r is the radius of the filter-paper. 

The following table shows the capacity in cubic centi- 
metres of various filters, placed in a funnel whose oppo- 
site sides form an angle of 60°. 



No. 3 
„ 4 


6*1 C.C. 

14*5 n 


No. 5 
„ 6 


28-3 c.c. 
49 -o „ 


No. 7 
„ 8 


77*8 c.c. 
1161 „ 



When the whole of the precipitate has been brought on to 

the filter, the unoccupied volume of the latter is determined 

. by filling it with water from a burette. If w be the amount 

of water required to fill it, then ^^ gives the entry - in 

Col. I. of the table on p. 57, whence we obtain the minimum 
number of washings required.* 

The rapidity with which a liquid filters is proportional to 
the difference of pressure exerted on its upper and lower 
surfaces. By the ordinary method of filtration this differ- 
ence seldom exceeds six millimetres of mercury. By increas- 
ing the difference we accelerate one of the most tedious of 
the operations of quantitative analysis. The following 
arrangement effects this acceleration to the desired extent. 
A glass funnel is chosen of about 8 centimetres in depth, 
the sides of which are free from irregularities or bulgings, 
and subtend an angle of 60'. The stem should be long and 

* Bunsen, Ann. der Chem. u. Pharm., vol. cxlviii. p. 269. In the 
absence of exact knowledge respecting the nature of precipitates, whether 
pervious or impervious to liquids, and in what degree, or whether 
different liquids have different powers of adhering to or penetrating 
precipitates, we mmt regard the above process as atv aVVem-^X. ox^^ \» 
place the operation of washing upon a quantitaVwe \ias\^. 
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narrow, and the end should be cut obliquely. A small 
cone, I to i^ centimetre in depth, of thin platinum foil or 
gauze, and having exactly the angle of the funnel, is dropped 
into the apex, and over it is fitted the filter, with all the pre- 
cautions described on p. 53. The following is the readiest 
method of obtaining the platinum cone of the desired 
shape. A circular piece of writing paper, 10 or 12 centi- 
metres in diameter, is folded like a filter, and placed in the 
funnel so as to fit accurately to its sides, especially near its 
apex. It is kept in position by a few drops of sealing wax, 
and is saturated with oil by means of a feather, care being 
taken that no drops of the oil remain at the point of the 
paper cone. A thin cream of plaster of Paris is then poured 
into the paper mould, and a small handle is inserted into it 
just before the mass becomes solid. In a few hours the 
plaster cast will be dry enough to be removed from the 
funnel, together with the oiled paper. The outside of the 
paper is now thoroughly oiled, and inserted into a small 
crucible, or similarly shaped vessel, of 4 or 5 centimetres in 
height, filled with cream of plaster of Paris. As soon as the 
outer mould is dry, the plaster cone is removed, and the paper 
nibbed off it. In this manner a solid cone, fitting into a hollow 
cone, is obtained, both of which possess exactly the angle of 

inclination of the fun- 
nel (fig. 25). Apiece 

of platinum foil, of 

such thickness that 

I square centimetre 

weighs 0*15 gram, is 

cut into the shape and 

size represented in 

fig. 26 : it is divided by a pair of scissois 

along the line a b, as far as the centre a. 

The foil is then held in the flame of the lamp for a few 

minutes, to render it pliable, and placed against the plaster 

cone, so that the point a is at the end of the cone ; the side 

a ^ ^is folded against the cone, and ovex xKvs^i^ lc\<^<2:^^<i 



Fig. 25. 



Fig. 26. 
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remainder, ab£,Wi that the foil also becomes a cone, the 
sides of which have exactly the same inclination as those of 
the plaster cast, and also of the funnel. The shape of the 
platinum funnel may be completed by dropping it into the 




hollow mould, and passing u down bv means of the plaster 
cone : this shape of course ma) , at any time, be again given to it 
by simple pressure between the two cones. The platinum cone 
should allow no light to pass through its apex : when pro- 
perly' wade it will suppon a filter fiUed w\\!h \\i\mi, \m&w ^ 
pressure of ao atmospAerg^ without the papei \>Teato.x\^-. 'C^*- 
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small space between the folds of the foil is quite sufficient to 
allow of the passage of a rapid stream of water from the filter. 
The stem of the funnel is pushed through a caoutchouc 
cork, pierced with two holes, and fitting into a thick glass 
flask (a, fig. 27); the second hole carries a piece of glass 
tube ending immediately under the cork and leading to the 
instrument which creates the difference in pressure. This 
is also seen in fig. 27. A brass tube, a a, about i 
metre in length and 8 millimetres in internal diameter, has 
its upper end cut obliquely in the manner seen in flg. 27^ 
At about 5 centimetres from the end is a side tube c of 
equal diameter and 5 centimetres long, into which is screwed 
a short piece of tube d-j the ends of this tube ^/are fitted 
with narrow brass tubes, e and/, 4 millimetres in diameter 
and 2 centimetres long. Over/ is pushed a piece of thick 
caoutchouc tube 4 centimetres in length. This tube must 
be made oigood caoutchouc : it should be about 6 milli- 
metres in external diameter, and its bore should not exceed 
2 millimetres in width. Before introducing it into c, a piece 
of wood, somewhat wider than its bore, is pushed into it, 
and the caoutchouc is cut through to the wood by a smart 
blow on the head of a chisel, 2 centimetres broad, placed 
against the tube at 15 millimetres from the end. The wood 
is then withdrawn, and the end of the caoutchouc tube is 
stopped air-tight by a short length (i centimetre) of glass 
rod, held firmly in position by binding wire. The thick 
caoutchouc tube so cut, forms a very efficient valve, which, 
on the application of pressure from within, opens, but closes 
immediately by outward pressure. The tube being of con- 
siderable thickness in the walls, is rigid, and does not collapse 
even under a pressure of an extra atmosphere. The upper 
end of the tube aa'i^ connected by means of a short piece 
of elastic caoutchouc tubing with the water-supply; this 
tube should be bound round with calico to within 5 or 6 
centimetres of the end near the brass lube, s»\tvee it will be 
subject to considerable inward press\ne. Otv ^Wcw'vwi^^ 
sufljciem amount of water to flow t\\TO\\g\\, \t. comxcvetvcs 
^o pulsate as the india-rubber valve mterm\XX^t\\LV/ o^t^s 2 



Filtration^ 63 

shuts. Rapid suction is thus set up, and the instrument 
exhausts a closed vessel in a comparatively short time to 
within the pressure due to the tension of aqueous vapour 
corresponding to the temperature of the water flowing down 
the tube, plus the tension required to open the caoutchouc 
valve. The degree of exhaustion is determined from the 
height of the mercury in the manometer w, which is con- 
nected with the tube d by means of a piece of strong caout- 
chouc tubing. The entire apparatus is fixed upon a board, 
which may have a foot if it is desired to move it from place 
to place in the laboratory ; or it may be fixed in a position 
where the water can most convenientiy flow away.* By 
connecting the tube h with the flask holding the funnel (or 
with an intermediate vessel to which several flasks are 
attached) we diminish the pressure to which the under sur- 
face of the liquid to be filtered is exposed, so that the filtrate 
is driven with greatly increased rapidity through the pores of 
the paper ; the filter itself is prevented from being pushed 
through into the stem by the closely-fitting little platinum 
cone which supports it. 

The diminution of pressure may also be readily brought 
about by the aid of the little apparatus seen in fig. 27B, which 
is specially applicable to water Fig. 27, b. 

under high pressure. The 
apparatus is attached by a 
stout piece of caoutchouc tub- 
ing to the water tap; the 
water flowing in in the di- 
rection indicated by the ar- 
rows. When forced through 
the narrow internal tube b 
into the sharply bent fall- j 

tube ^ r, a partial vacuum is 
created in the bulb-shaped portion, //, and hence within the 

* For an explanation of the principle of this appa.Ta\.\3L^, ?»^^ ?l ^^y.'^^x 
hyMendelejeff, Kirpitschoff, and Schmidt, Ann. det CVm. >\.^\v^x\sv., 
'January jS/j, See also Jagn, Ann. der Chem. u. PYiaim.,^€^. V^IV 
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filter-flask or other vessel with which it is connected by 
the T-tube e, which may also be put in connection, if ne- 
cessary, with a manometer. In the tube / is a small caout- 
chouc valve, similar to that described in the apparatus shown 
in fig. 2 7 A, to prevent the possible reflux of the water. 

To use this apparatus for filtering, the liquid resting over 
a precipitate is cautiously poured on to the filter fitted to the 
funnel, with the precautions detailed on p. 53, the action of the 
pump is set up, and as the liquid flows through into the flask 
fresh portions are added until the whole has been decanted 
The precipitate is then transferred in the ordinary manner and 
washed by the addition of water from an open-mouthed vesul^ 
and not by a jet from the wash-bottle. • The fluid in whidi 
the precipitate was originally formed, together with that 
necessary to transfer the precipitate to the filter, should be 
allowed to flow away completely before the process of wash- 
ing is commenced. Immediately after the precipitate is 
drained, but before any channels commejice to form in it, the 
filter is to be filled up with water, poured cautiously down 
the side of the funnel. When this wash-water has drained 
away, the suction is continued until the precipitate is seen 
to shrink, when the filter is again filled up over the edge and 
to within 1 centimetre of the brim of the funnel This process 
is to be twice repeated, after which the precipitate may be . 
drained almost dry by continuing the action of the pump 
for a few minutes. This method of filtration and washing 
is exceedingly rapid as compared with the old plan, and 
requires very little wash-water by reason of the compression 
which the precipitate suffers. Thus a precipitate of chromium 
sesquioxide weighing about 0*24 gram, required i hour 48 
minutes, and 1050 cubic centimetres of water to wash it to 
within t7(7-J(j7j- by the old method, whilst with the new plan 
the same amount of sesquioxide required only from 12 to 14 
minutes, and from 39 to 41 cubic centimetres of water. 
(Bunsen.) 

A further ad\'antage attending \\\e v\se ol \\v^ ^wd\«^ 
^P.pciratus aiisQS from the condiuon oi \\\e vxe:c:\^\\^V^^ ^"^^^ 
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filtration. The chromium sesquiokide, for example, is left so 
dry, that without further desiccation, the precipitate, wrapped 
in the filter, may be placed in the crucible over the lamp, 
and, after cautiously charring the paper, maybe ignited without 
any apprehension of loss by projection. Many other precipi- 
tates which experience no alteration when ignited in contact 
with paper, such as ferric oxide, alumina, &c., may be treated 
in the same way. The paper being nearly dry may also be 
readily detached from the funnel ; when opened out on a 
flat surface, the coherent precipitate may easily be removed 
by meajis of a thick platinum wire, so as scarcely to leave a 
trace upon the filter. This ready method of removing the 
precipitate is of great value when we have occasion to treat 
it with a solvent or flux. 

This suction apparatus may be used for a variety of pur- 
poses in addition to that of filtration ; it may be employed 
as an aspirator in quantitative operations, since the volume 
of air passing through the tube can be regulated with the 
utmost nicety by the aid of the screw-clamp ; it may also be 
applied to the evacuation of desiccators or vessels in which the 
concentration of liquids in vacuo is conducted, to freeing 
crystals from mother-liquors, &c. 

Drying the precipitate, — In the majority of cases it is neces- 
isary to dry the precipitate thoroughly before it can be further 
treated with the view of determining its weight. The water 
in the stem of the funnel is removed by filter-paper, and the 
mouth of the funnel closed, to protect the precipitate from 
dust, by placing a moistened filter over it ; on drying, the 
paper adheres to the rim and makes a very efficient cover. 
The funnel is then placed in the steam-bath represented in 
fig. 13 (p. 38), and kept there until the paper and precipitate 
are completely dried. This method of drying the precipitate 
is preferable to that of supporting the funnel directly over 
the lamp, for in addition to the risk of cracking the stem, 
the latter method has the further disadvantage of causing 
the precipitate, by reason of the manner of healing, \.o Sc'^'^x^ 
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to the paper. When dried in the steam-bath, the preci|a- 
tate, in contracting, detaches itself from the filter ; so much 
60, that many curdy or gelatinous precipitates like silver 
chloride, or ferric or chromic oxides, may be almost com- 
pletely shaken out of the funnel into the crucible in which 
they are to be weighed. This ready separation of the dried 
precipitate from the paper materially conduces to accuraqr 
in determining its weight. 

Igniting and weighing the predpitaie. — Since the precipitate ■ 
requires to be weighed in a perfectly dry state, it is in 
general necessary to remove it from the filter and to ignite it 
A porcelain or platinum crucible is heated, allowed to cool 
in the desiccator, and weighed. It is then placed on the 
shee: of black glazed paper, together with the platinum wire 
and feather (Fig. 21, p. 51). The filter is removed from the 
funnel, opened out, and the detached fragments of the pn5- 
cipitate allowed to fall into the crucible. The portions of 
the precipitate adhering to the filter are loosened by rubbing 
its sides together, care being taken that its surface is not 
thereby destroyed, otherwise filaments of paper are apt to 
contaminate the precipitate ; theSe tnay either escape burn- 
ing in the subsequent ignition, or if burnt, may alter the 
composition of the precipitate. The detached precipitate 
is then added to the main quantity already in the crucible 
Care must be taken to remove as much of the precipitate 
as possible from the filter ; but however carefully the opera- 
tion may be performed, a considerable amount of the sub- 
stance invariably remains, either on the surface of the paper 
or contained within its pores. When the substance suffers 
no change by ignition with carbonaceous matter, it may be 
recovered by burning the paper, and adding the ash to the 
crucible. The known weight of the filter-ash is then sub- 
tracted from the increase in the weight of the crucible. 
The filter is burnt in the manner described on p. 51. The 
paper should be so folded that the soiled half of the filter is 
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the centre : there is thus less chance of loss from projection 
from the precipitate fusing to the heated platinum wire. 
le ash is shaken into the crucible, which is then ignited, at 
5t gently, and with the lid on ; afterwards more strongly, and 
th the lid removed. The degree and duration of the heat 
pend, of course, on the nature and amount of the pre- 
)itate : as a general rule from five to ten minutes at a low 
i heat will be sufficient. The crucible is then placed in 
e desiccator, and weighed when cold. It must be heated 
second time and again weighed, to ascertain that its 
light is constant. 

Some precipitates suffer change when ignited in contact 
th carbonaceous matter, or become altered in composition 
the high temperature necessary to burn the carbon com^ 
Jtely. Thus silver chloride becomes reduced to metallic 
/er in contact with carbon, and calcium carbonate is 
nverted into caustic lime at a red heat. In weighing 
ver chloride, for example, the precipitate is detached as 
• as practicable from the filter, and the crucible in which 
is placed is gently heated until the chloride fuses, and 
len cold it is weighed. The paper is now folded in the 
ual way, the soiled portion being in the centre, and it is 
UTied in the manner described, and the ash added to the 
sed silver chloride. The crucible is again weighed : its 
crease of weight gives the amount of the filter-ash, together 
th the quantity of metallic silver which has been reduced 
)m the state of silver chloride by contact with ignited car- 
maceous matter. Since 108 parts of silver correspond to 
^3*5 of silver chloride, the amount of silver chloride in the 
)res of the paper can be readily calculated from this 
duced silver : it is of course added to the weight of the 
ain quantity of the chloride. The cases in which it is 
icessary to weigh the filter-ash separately will be mentionecj 
1 they occur. 
Whenever practicable, a, pJatinum crucible s\vou\A "b^ tta- 

oyed on account of the readiness with which \\. m3i^ \i^ 

F 2 
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heated to redness. Indeed, in some cases, its use is almost 
indispensable, as in the conversion of calcium oxalate into 
carbonate, and of magnesium-ammonium-phosphate into 
magnesium pyrophosphate. Platinum vessels, however, 
cannot be used for the ignition of silver chloride or bromide 
Fig. 28. or of lead chloride. Many oxides, 

sulphides, and phosphides cannot 
be heated in contact with pla- 
tinum without injury to the metal 
After prolonged ignition over a 
lamp, especially if the reducing 
portion of the flame be permitted 
' to impinge upon it, the lower por- 
tion of the crucible loses its lustre 
and appears to be superficially corroded. This appearance 
is said to be due to the formation of a carbide of platinum. 
Red-hot platinum crucibles should never be touched with 
brass tongs or placed in brass rings, as black stains are thus 
formed on the metal. They are best heated on pipe-clay 
triangles or on thin platinum triangles supported on a triangle 
of stout iron wire, fig. 28. Clean iron tongs will be found 
more generally convenient than brass tongs. Platinum 
crucibles may be cleaned by scouring with moist sea-sand^ 
which does not scratch the metal ; stains which cannot thus 
be removed are got rid of by heating with acid potassium 
sulphate, or borax, the crucible being afterwards thoroughly 
washed with hot water and scoured with sea-sand. 

CoUcdiofi of precipitates on weighed filters. — Occasionally' 
we have to deal with a precipitate which cannot be ignited to 
ensure the expulsion of moisture before being weighed. The 
precipitate must be weighed therefore on the filter on which 
it is collected. Accordingly the weight of the filter itself 
must be known. The paper is folded in the usual manner, 
placed in a stoppered tube, or between well-fitting watch- 
glasses pressed together by a clip, and heated in the 
steam-chamber for an hour or so. The stoppered tube, 
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or watch-glasses, together with the filter-paper, are allowed 
to cool in the desiccator, and weighed when cold. The 
filter is then fitted into the fiinnel, and the precipitate is 
brought on to it, the tube or the watch-glasses being mean- 
while left in the balance-case. The paper and precipitate 
are first dried in the fiinnel, the filter is then detached firom 
the glass, and placed in the tube or between the watch- 
glasses, heated for some hours in the bath, and repeatedly 
weighed until the weight is constant. 

Another plan is to weigh two filters of equal size (a and 
b) against each other, and mark the difference in weight on 
B. The precipitate is collected on a, the filtrate and wash- 
ings being allowed to pass through b ; both are dried and 
weighed against each other, and the original diff'erence in 
weight allowed for. 
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PART II. 
SIMPLE GRAVIMETRIC ANALYSIS. 

L Copper Sulphate. CUSO4 + 5H2O. 

Preparation, — In order to obtain this salt in a fit state for 
analysis, it is necessary to purify it by recrystallisation. The 
blue vitriol of commerce not unfrequently contains fenous 
sulphate, which cannot be removed even by repeated crystal- 
lisation, as the two sulphates tend to crystallise together. 
By heating the solution with a few drops of nitric acid, the 
ferrous salt is oxidised to ferric sulphate, and on concentrat- 
ing the liquid, crystals of pure copper sulphate are easily 
obtained. Two hundred grams of clean, well-developed 
crystals of the commercial salt are dissolved in about a 
quarter of a lirre of hot water, a few drops of nitric acid are 
added, the solution is filtered, if necessary, and boiled for 
half-an-hour ; on cooling the Hquid deposits crystals of the 
pure salt. After standing for a few hours the solution is 
poured off, and the mother-liquor is drained as far as 
possible from the crystals. The crystalline mass is broken 
up by means of a glass rod, and dried by pressure between 
folds of filter-paper. It is advisable not to use too great a 
degree of force in pressing the salt, as the sulphate may 
thus become mixed with filaments of filter-paper, which 
interfere with the accuracy of the analytical operations. 
When the greater portion of the moisture has been removed 
by repeated pressure between filter-paper, the salt is wrapped 
in a fresh sheet of dry paper, and the folds are placed 
under a heavy weight for an hour or two. Whilst the salt is 
drying, the apparatus required for its analysis is got ready- 
Two small thin test-tubes, to hold about 6 or 8 grams of the 
salt, are cleaned and dried, and filled V\l\v ^ood, cX^^s^^^ 
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:ks. A couple of beakers of 250 cubic centimetres capacity, 
i two large watch-glasses to cover their mouths, a filter- 
sk fitted with its funnel, and two thin glass rods, all per- 
:tly clean and dry, are also needed. 
The complete analysis of copper sulphate necessitates 
* determination (i) of the water of combination ; (2) of 
e copper ; and (3) of the sulphuric acid. 

I. Determination of the water of combination, — Copper sul- 
late gives up the whole of its combined water on heating ; 
molecules being readily expelled at 100-110% and the 
maining molecule at about 200®. The determination of 
le amount of water expelled at different temperatures 
ay be made by means of the air-bath (fig. 14, p. 39), or 
I the apparatus represented in fig. 29. The test-tube 
f) contains the tube and salt to be dried; it is about 

centimetres long, and 2 centimetres wide ; into it is 
laced the narrower and shorter tube, containing the weighed 
nount of salt : the tube a is closed with a cork pierced 
ith two holes, into which are fitted narrow glass tubes 
entat right angles : one of these tubes passes nearly to the 
Dttom of the test-tube. The narrow tubes are connected 
"i means of caoutchouc tubing with the small flasks c and d, 
)ntaining strong sulphuric acid : the tube e of the flask d 

m connection with the filter-pump, by means of which a 
irrent of air, 'dried hy aspiration through the acid in the 
isk r, is drawn over the salt. The test-tube dips into a 
nail quantity of oil contained in a beaker of 400 cubic 
intimetres capacity. The tube is held by means of a clamp 
:tached to a retort-stand. The oil is heated by a small 
ime, and the temperature is ascertained by a thermometer 
laced near to the tube. 

By the tinx^ this piece of apparatus has been fitted up, 
^d the beakers, &c., are cleaned, the copper sulphate 
nder the weight will be dtry. One of the test-tubes nnVv\cY\.\v^'5^ 
?fio /^ued with a cojrk is nearly fiiied with the dned s^iNS. \ ^x\^ 
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adftering powder is wiped from the upper portion and edge 
of the tube, and the cork is replaced. The remainder of 
the copper sulphate is set aside in a stoppered bottle ; it will 
be useful for subsequent analytical operations. 
Weigh the other test-tube and cork, and introduce about 




1 5 — 2 grams of the copper salt taking care not to soil die 
edge of t)ie tube ; replace the cork and weigh again The 
increase of weight gives the amount of salt taken for the deter 
minalion. Take out the cork, and leave it m the balance 
<;ase. Drop the little tube containing the salt into the wider 
test-tube of ihe drying apparatus, insert the cork and bent 
tubesjbeatthe oil-hz^io ioQ-iio°,mtViftc<^Titstirring,and 
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aspirate a gende current of air through the sulphuric acid. 
In about an hour the greater portion of the water will have 
been expelled: the little tube is withdrawn from the wider one 
by means of the forceps, allowed to cool in the desiccator, 
and carried to the balance-room. When cold, the cork in 
the balance-case is inserted into the tube, and the loss of 
water which the sulphate has suffered is determined by a 
second weighing. The cork is once more withdrawn, left in 
the balance-case, and the tube again heated in the oil- 
bath to 100-110°, a current of dry air being swept over it 
for about half-an-hour, after which it is again weighed when 
cold, in order to determine if it has parted with an addi- 
tional quantity of water. If the second weighing is within 
0*0010 gram of the first, the loss may be set down as 
constant; but if the weighings differ by more than this 
amount, the tube and salt must be again heated for half-an- 
hour, and weighed a third time, the process being repeated 
until a constant weight is obtained. 

The temperature of the oil-bath is next raisea to 200°, 
and maintained at this point for about an hour, a 
current of dry air being passed uninterruptedly through the 
apparatus. After cooling, the loss of weight experienced by 
the salt (which is now nearly white) is again determined, 
the tube is once more replaced in the bath, again heated, 
and again weighed, the operation being repeated until no 
further loss of water is perceptible. 

Arrange the results of the several weighings in the follow- 
ing manner in your note-book. The numbers here given 
are the results of an actual determination. 

Analysis of Copper Sulphate. 

(Date.) I. Determination of Water, 

Tube + cork + salt 6 •34CX) grams. 
Tube + cork 4*8905 ,, 

Weight of salt taken i '4495 
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Weight of tube + cork + salt aft«r drying : 

After I hour at 105°-! 12° 5'9340 grams 

After 30 min. additional : no® 5*9210 „ 

107O-110® 59180 „ 

107^-112** 5-9176 „ 

Water expelled at 1 10° 0*4224 ^x 
or 29*14 per cent. 

After dr>'ing for I hour at i90°-200° 5*8250 ,„ 

After further drying for half an hour at 200° 5*8183 „ 

205° 5-8176 „ 

Additional loss of water 0*1000 ,, 
or 6 '9,1 pec cent. 



2. Determination of the Copper, — Whilst the salt is drying 
in the oil- or air-bath, proceed with the estimation of the 
coi)])er. 'i'his is effected by precipitating it as cupric oxide^ 
by the addition of caustic soda solution. 

CUSO4 + 2NaH0 = CuO + Na^SO^+HA 

The corked tube containing the copper sulphate is care- 
fully weighed, and about a gram of the salt is shaken out 
into one of tlie clean and dry beakers. On replacing the 
cork, and again weighing the tube, its loss of weight gives 
the exact amount taken for analysis. Care must, of course, 
be taken that all the copper sulphate removed from the 
tube finds its way into the beaker. The salt is then dis- 
solved in about 50 cubic centimetres of hot water : the 
solution should be perfectly clear, and free from suspended 
matter. It is boiled, the mouth of the beaker being mean- 
while closed by one of the large watch-glasses, in order to 
prevent the projection of any of the solution on ebullition. 
The lamp is drawn aside, and a clear solution of caustic soda 
is poured into the liquid, drop by drop, down the side of the 
beaker, the liquid meanwhile being kept in agitation. A preci- 
pitate is at once formed \ it is at first of a bluish green colour, 
but it rapidly darkens as it falls through the hot liquid, and 
ultimately becomes nearly black. These changes of colour 
are due to the passage of the copper oxide from the 
■hydrated to the anhydrous condition. T\v^ px^cvpwax^ vs. 
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allowed to settle, \idien, 2F sufficient sodJa has been added, 
the liquid will be colourless. Ascertain that the alkali 
is in excess by testing the solution with a slip of red- 
dened litmus-paper. Fold a No. 5 filter, drop it into the 
platinum cone, moisten thoroughly with hot water, and fit it 
carefully to the funnel in the manner already described 
(see p. 53). Next slightly grease the edge of the beaker, and 
by means of the glass rod decant the clear liquid on to the 
filter (taking care not to disturb the precipitate of copper 
oxide) and set the pump in operation. When the whole of 
the liquid has been decanted on to the filter, pour about 
30 or 40 cubic centimetres of hot water over the precipitated 
oxide, boil for a few minutes with the glass cover on, allow 
to settle, and again pour the supernatant liquid on the filter. 
Repeat the washing by decantation and then carefully rinse 
every particle of the precipitate with hot water on to the filter. 
It may happen that a small quantity of copper oxide obsti- 
nately adheres to the beaker and cannot be removed by 
washing. Pour about 2 cubic centimetres of hot water into 
the beaker, and a couple of drops of nitric acid : by the aid 
of the glass rod, the dilute acid solution may be made to 
dissolve the adhering oxide. This is reprecipitated by the 
addition of a few drops of soda solution, and thrown on to the 
filter. Now fill up the filter five times with hot water, taking 
care to allow the whole of the wash-water to run through 
before a fresh additipn i§ made. If these instructions are 
followed the precipitate will be thoroughly washed. The 
funnel is withdrawn from the flask, its mouth is covered with 
paper to protect the copper oxide from dust, and the whole 
is placed in the drying chamber. Whilst the precipitate is 
dr}'ing, clean, dry and heat a small porcelain crucible and 
lid (No. I size), place them together in the desiccator, and 
when cold, carefully weigh them. When the copper oxide 
is dry, it is detached as fdr as possible from the filter, and 
transferred to the weighed crucible. The funnel is cleaned, 
if necessary, by mhhing it with the edg^ ol \!cifc '^^.^^'^ \ 
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the filter is burned, and the ash allowed to fall into 
the crucible. One drop of nitric acid is allowed to moisten 
the oxide and filter-ash, and the crucible is gently wanned 
until the mass is dry, when the heat is raised until 
the bottom of the crucible is red hot It is allowed to 
cool slightly, and whilst still warm, is transferred, together 
with its lid, to the desiccator, and when quite cold, again 
weighed. The crucible and lid are once more heated, 
and again weighed on cooling ; care should be taken that 
the reducing gases from the flame do not find their way into 
the crucible. The second weighing ought not to differ more 
than 0*5 milligram from the first weight If the difference 
is greater, the operation must be repeated until a constant 
weight is obtained. The increase in weight of the cmcible 
and lid gives the amount of copper oxide contained in the 
quantity of salt taken for analysis //wi" the ash of No. 5 filter. 
The details of an actual determination will show bow the 
results ought to appear in the note-book : 

Analysis of Copper Sulphate. 
2. Determination of Copper by precipitation with Caustic Soda, 



(i) Weight of tube + salt 
(2) ,} >> • • 
Salt taken 


10-6052 

_9-S8o5 

I -0247 


Weight of crucible + lid + CuO + ash (i) 

>» »> >> (2) 
Crucible + lid 


8-1530 
8-1527 
7-8240 


Less filter-ash No. 5 


0-3287 
0-0023 




03264 


Calculation: ^S-i x 0-3264 x loo log 63-1 

79" I X 1-0247 log -3264 

log 100 


1-8000 

1-5137 
2-0000 


log 79-1 


3-3137 
I 8982 


log 1*0247 


I-4JS5 
•0105 



Cxu 
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3. Determination of the Sulphuric acid. — This is effected 
by adding barium chloride to the solution of the copper 
salt and weighing the precipitated barium sulphate : 

CUSO4 + BaCU = BaS04 + CuCU 

About one gram of the copper sulphate is weighed out into 
the second beaker, and is dissolved in 30-40 cubic centi- 
metres of water, a few drops of hydrochloric acid are added, 
and the solution is heated to the boiling point. The lamp 
is now drawn aside and solution of barium chloride is 
added drop by drop. In order to determine whether an 
excess of the precipitant has been added, the barium sul- 
phate is allowed to subside, and when the liquid is sufficiently 
clear, a drop of the barium chloride solution is poured down 
the side of the beaker. If an increased turbidity ensues, the 
liquid is again heated and a further quantity of barium 
chloride added : the precipitate is once more allowed to 
settle, and the liquid again tested by the cautious addition of 
barium chloride. When you have assured yourself that the 
precipitation is complete, cover the beaker and set it aside 
in a warm place for a few hours. If you attempt to filter 
the turbid liquid immediately, the finely divided precipitate 
will inevitably pass through the pores of the paper, but on 
standing, especially after precipitation from a hot solution 
slightly acidified with hydrochloric acid, the barium sulphate 
becomes denser and more granular. When the precipitate 
has completely settled add one more drop of barium chloride 
to again assure yourself that the precipitation is complete, 
and proceed to collect the barium sulphate. Fit a No. 5 
filter carefully into the funnel, grease the edge of the beaker, 
pour the clear liquid, by the help of the glass rod, on to the 
filter, and cautiously set the pump working. When the whole 
of the liquid has passed through, pour 40-50 cubic centi- 
metres of hot water over the barium sulphate and boil the 
liquid for a few minutes ; the precipitate is allowed to settle 
and the liquid (which will now be slightly ta\\i\^^ ^Qv\\^\<5i^ 
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to the filter. It is well to stop the flew of water in the 
pump until the first filter-full of liquid has passed through, 
otherwise there is danger of the precipitate making its way 
through the filter. When the whole of the liquid on the 
filter has passed through, fill up the funn-el again with the 
wash- water, cautiously set the pump in operation, rinse the 
precipitate on to the filter with hot water, remove any barium 
sulphate adhering to the beaker by means of a feather, and 
wash five or six times with hot water. Take care to allow 
the whole of the liquid to pass through before a fresh 
quantity is poured in, or the filtrate may become turbid 
Dry the precipitate and transfer it from the filter to a 
weighed porcelain crucible, bum the filter and add the 
ash to the crucible. Place the crucible on the triangle 
and cautiously heat it with the lid on for 2 or 3 minutes, 
increase the heat and keep the bottom red hot for 5 or 
TO minutes, allow to cool in the desiccator, and when cold, 
weigh : repeat the heating and again weigh. The two 
weighings ought to agree. The results should thus appear 
in the note-book : 

Analysis of Copper Sulphate. 

3. Determination of Sulphuric Acid by precipitation as Barium 

Sulphate, 

Weight of tube + salt (before) 9*5803 

(after) ^-eiis 



«» »» 



0-9688 



(I) Crucible + lid + BaS04 + ash 8-.73I7 

(a) „ „ „ „ ^7315 

Crucible + lid 7 -8242 



0-9073 
Less ash No. 5 '0023 

0*9050 
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CakulaticH.- 96 X 0-9050 « 100 JoggS 1-9823 

2331 X 0-9688 log -905 1*9566 

log 100 2-0000 
3-9389 

leg 233-1 23676 

J '5713 

log -9688 "1-9863 

S04= i-585o=38-46p. ct 

The complete analysis is therefore as follows : 

Calculated Found 



Ai>. 



Cu 63*1 25-33 25-41 

SO4 96-0 3854 3846 

4HaO expelled at ioo°-i4o® 72-0 2890 29-14 

HaO ,, 200^ i8-o 723 6-91 

249-1 icx)-oo 99*92 



11. Sodium Chloride (Na CI). 

Preparation. — Common salt rarely contains more than 98 
per cent, of sodium chloride, its principal impurities being 
calcium sulphate and magnesium chloride. These sub- 
stances cannot be readily removed by recrystallisation, but 
by adding hydrochloric acid to a strong solution of 
the salt, pure chloride of sodium is precipitated, and 
the magnesium chloride and calcium sulphate remain dis- 
solved. About 70 grams of salt are dissolved in a quarter 
of a litre of hot water, the solution is filtered and saturated 
with hydrochloric acid gas. The apparatus represented in 
fig. 30 may be conveniently used for this purpose. The 
flask a contains the salt and sulphuric acid, and the evolved 
hydrochloric acid gas, after passing through a small quantity 
of the acid solution contained in the bottle ^, is led into the 
filtered brine. The exit-tube of the apparatus is replaced by 
a small funnel dipping into the solution of salt : this method 
ofdeliveringthegas into the liquid prevents the possibility 
of the precipitated sodium chloride interfering with the ^aa- 
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sage of the gas by closing the outlet The salt begins to 
separate out almost immediately, and in an hour or so the 
process may be interrupted. The liquid is poured from the 
precipitated salt, which is washed once or twice with pure 
strong hydrochloric acid solution, allowed to drain, and 
heated gently in a porcelain basin. The moisture cannot 

Fig. 3<x 




be removed by filter-paper, as the strong acid would cause 
the contamination of the salt with the iron, &c., contained 
in the ash. The mass should be heated gently in a porcelain 
crucible until all the acid is expelled, powdered roughly 
while still warm, and a portion introduced into a small dry 
tube fitted with a good cork. The remainder of the salt is 
placed in a stoppered bottle : it will prove useful in sub- 
sequent operations. 
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I. Determination of the Chlorine. — ^This is effected by pre- 
cipitation as silver chloride, by means of silver nitrate 
solution. 

NaCl -f AgNOa = AgCl + NaNOs- 

About o'5 gram of the salt is weighed out into a beaker of 80 
cubic centimetres capacity and dissolved in 30-40 cubic centi- 
metres of water ; a few drops of pure nitric acid are added, 
together with a solution of silver nitrate. If sufficient silver 
solution has been added, the chloride separates out as a dense 
curdy precipitate. When you have satisfied yourself that all the 
chlorine is precipitated, heat the liquid to near the boiling 
point, stirring it occasionally by means of a glass rod, and 
allow the precipitate to settle by placing the beaker, protected 
from the dust, in a warm place for a few hours. Be careful 
to protect the silver chloride as much as possible from the 
light. Pour the clear liquid on to a filter, wash twice by 
decantation with hot water, carefully rinse the precipitate on 
to the filter, wash it 5 or 6 times with hot water and dry 
it in the steam bath. Transfer the dried chloride, detached 
as completely as possible from the filter, to a weighed 
porcelain crucible and heat very gradually, increasing the 
temperature until the chloride begins to fuse at the edges of 
the mass; allow to cool in the desiccator and weigh. If the 
chloride has been carefully protected from light it will have 
at most but a slight violet tinge, and the fused portion will 
have the appearance of horn. The filter-paper is folded in 
the manner described on p. 67, and burnt, the ash being 
allowed to fall on to the chloride. The crucible and its 
contents are again weighed : the increase in weight gives 
the amount of metallic silver originally adhering as silver 
chloride to the filter, together with the ash of the paper. 
The known weight of ash in the filter subtracted from the 
total increase gives the amount of reduced silver; this is 
calculated to silver chloride, and the amount added to the 
main quantity. An actual example may make this clearer ; 

G 
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Sodium Chloride taken 0*4065 grains 

Crucible + AgCl 8*9710 „ , 

„ » +Ag + ash 8*9813 „ 

Crucible 7*9860 „ 

8*9813 — 8 -97 10 = 0*0103 
Less ash 0023 

Ag=oo8o=AgCl 0-0106 

8 *97 10 - 7 *986o = o *985o 

Total AgCl= 09956 

Ci=o'9956x 35-5 X 100^^.^ ,,„t. 
143*5^0*4065 

The fused silver chloride may readily be detached from 
the crucible by placing over it ^^jsxaaXX piece of zinc and 
adding a few drops of dilute sulphuric acid. The semi- 
reduced mass, together with the silver chloride, precipitated 
by adding a few drops of hydrochloric acid to the filtrate 
should be put into a bottle labelled * silver residues.* When 
these residues have sufficiently accumulated they are to 
be worked up as directed in the Appendix. 

Determination of the Sodium. — ^The salt is converted into 
sodium sulphate by the action of strong sulphuric acid. 
Clean, ignite, and weigh a platinum crucible and lid, intro- 
duce into it o'5 to i gram of salt, and again weigh. The 
increase of weight gives the amount of sodium chloride taken. 
Place the crucible on a triangle in the slanting position repre- 
sented in fig. 15, and add drop by drop pure strong sulphuric 
acid. Do not heat the crucible for ten or fifteen minutes, or 
until the reaction has moderated. There is no danger of any 
of the substance being lost by projection, if care is taken 
to place the crucible as directed, and to add the acid cau- 
tiously. Now heat the crucible gently from the top, placing 
the lid as indicated in the figure, and allow the flame to 
approach the bottom of the crucible very gradually. The 
operation must be done slowly, and mt\i coii^XaxvX. ^^XcVan^^ 
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or a portion of the sulphate may be lost by spirting. In a 
few minutes the whole of the hydrochloric acid will have 
been expelled, and dense fumes of sulphuric acid will be 
evolved. As these diminish, the heat is gradually raised, 
until the crucible attains a full red heat. Maintain it at this 
temperature for fifteen or twenty minutes, put on the lid, 
allow to cool, and weigh. Again heat to redness for five 
minutes, and weigh a second time. The operation is to be 
repeated, until a constant weight is obtained. The fused 
mass should be quite white. 

IIL Pearl-ash. 

Good pearl-ash of commerce contains from 93 to 96 
per cent, of potassium carbonate, the rest consisting of 
water, alkaline sulphates, chlorides, silica, &c. To deter- 
mine its value it is merely necessary to estimate the per- 
centage amount of potassium carbonate and water. The 
quantity required to make up loO is taken as the measure of 
the impurities. 

Determination of the Moisture, — Weigh out from 3 to 4 
grams of the coarsely-powdered ash from a tube into a small 
weighed porcelain crucible provided ^th a lid. Gently 
heat the ash for half-an-hour over a small gas flame, and 
weigh when cold ; again heat, and again weigh. It must 
not be forgotten that potassium carbonate is highly hygro- 
scopic ; the weighings must, therefore, be made as expedi- 
tiously as possible. 

Determination of the Potassium. — The carbonate is con- 
verted into the double chloride of platinum and potassium 
(PtCl42KCl). Weigh out about 2 grams of the carefully 
sampled carbonate and dissolve in 30-40 c.c of water. Filter, 
if necessary, into a 250 cc flask, wash the filter thoroughly 
from every trace of alkali, fill the flask up to the mark with 
distilled water, and shake vigorously. Transfer two lots of 
50 c.c each to porcelain basins, cover the basins with 
0ass plates, and add dilute solution of hydioc-YiVotv:. ^ciA 

G 2 
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in slight excess. Heat the basins on the water-bath, and 
when the expulsion of the carbonic acid is finished, rinse 
the covers with a few drops of hot water, ajid add solu- 
tion of pure platinum tetrachloride. It is necessary to 
add the solution of platinum in considerable excess ; about 
I gram of the metal is required for o"5 gram of the car- 
bonate. Evaporate the solutions on the water-bath until 
they become pasty ; remove the dishes, and, when nearly cold, 
pour over the crystals about 25 cubic centimetres of rectified 
methylated spirit. Do not attempt to break up the highly 
r.rystallinc scales of the double salt. The action of the 
alcohol in dissolving out the excess of platinum tetrachloride 
may be facilitated by imparting a gentle rotatory motion to 
the contents of the dish.* Cover, and allow to stand for 
five or ten minutes ; pour the clear liquid on to a No. 2 
filter (which ought to be first washed with hot water, and 
then with alcohol), and drain the liquid as far as possible 
from the precipitate : again add about 10 cubic centimetres 
of spirit to the precipitate, and shake; allow to stand five 
mi miles, and ])our the clear liquid through the filter. 
Repeat the digestion with spirit a third and fourth time: the 
solution will now be nearly colourless. Transfer the precipi- 
tate to a weighed crucible, by the aid of a glass rod, and a 
stream of alcohol from a small wash-bottle ; pour the alcohol 
throii^^h the filter, and wash the paper carefully wnth alcohol 
until the filtrate is absolutely colourless. Dry the double 
chloride at 70°, heat to 100° in the steam-chamber, and 
weigh the ])recipitate. If the above instructions have been 
])roperlv followed, scarcely a stain will be left on the paper. 
The filter is burnt, the ash added, and the whole again 
weighed : the increase in the weight of the crucible after 
subtracting the ash, may without sensible error be considered 
as i)latinum : it is calculated to KsPtClG, and the amount 

* Water would dissolve the double chloride : loo parts of watei 
dissolve about I part of the salt ai the ordinary temperature; whereas 
fJic same quantity of thQ salt requires 26,400 pans oi aXcoVioV o{ So ijer 
cent, ami 42, 6co parts of absolute alcohol. 
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added to the main quantity. When calculated to potassium 
carbonate, the result of the two determinations ought not 
to differ by more than 02 per cent. 

IV. RocHELLE Salt. C4H4KNaOd. 4H2O. 
{Separation of Potassium and Sodium^ 

Preparation, — 40 grams of cream of tartar, and 30 grams 
of crystallised sodium carbonate, are added successively in 
small portions at a time, to 150 cubic centimetres of boiling 
water. The liquid must be tested to ascertain that it is 
alkaline ; it is filtered, if necessary, and concentrated by 
evaporation. On cooling, the solution deposits fine large 
crystals of the potassium-sodium-tartrate. 

Analysis, — Powder a few of the crystals, press between 
filter-paper, and weigh off from a tube about 1*5 gram 
into a platinum dish or crucible. Heat gently, so as to 
melt the salt in its water of crystallisation, and gradually 
increase the flame until the mass is perfectly dry. Ignite at 
a low red heat in the draught-chamber for some time ; allow 
the charred mass to cool, and digest it repeatedly with hot 
water; filter, acidulate with pure hydrochloric acid, and 
evaporate to dryness in a weighed platinum dish, with all 
the precautions necessary to avoid loss by spirting. As soon 
as the residue is perfectly dry, heat it very gently for five 
minutes over the lamp, transfer to the desiccator, and when 
cold weigh the mixed chlorides. Dissolve in a small 
quantity of water, transfer to a porcelain dish, and separate 
the potassium with platinum tetrachloride, as directed in the 
foregoing example. ; Enough platinum chloride must be 
added to convert both the alkaline chlorides into the 
double salts of platinum. The sodium-platinum-chloride is 
readily soluble in alcohol, especially if previously moistened 
with water. 

V. DOLOMITK 

^his substance is essentially a double caiboTxaX.^ 0I 
ihne and magnesia,. No definite relation, Yvov^evei, e.7:\^\.'& 
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between the amounts of the two carbonates, as the caldum 
aiid magnesium replace each other in all proportions. Occa- 
sionally the mineral occurs associated with the isomorphous 
carbonates of iron and manganese. 

The portion employed for analysis is finely powdered, dried 
in the steam-bath, and introduced into a small corked tube. 

Determination of tlu Carbonic Acid.—T\\s mineral is 
decomposed by dilute hydrochloric acid, and the carbon 




dioxide, freed from moisture, is absorbed by soda-lime- 
The determination is most accurately effected by means of 
the apparatus represented in fig. 31. The flask a has a 
capacity of about 150 cubic centimetres : it is fitted widi a 
caoutchouc cork, containing two holes, into one of which b 
inserted the little bulb-tube <7, containing a few drops of 
strong sulphuric acid. This serves to regulate the rapidity 
of the decom/josition, by indicating the speed with which 
the gas travels through the appaialus. "V^ie tu>ie bj-fJiiv^. 
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may be lo centimetres high, is filled to a depth of 6 centi- 
metres with pumice saturated with solution of copper sul- 
phate, and strongly heated until all the water has been 
expelled : its use is to absorb any vapour of hydrochloric 
acid which may pass over from the flask. The remainder 
of the tube is filled with, coarsely-powdered calcium chlo- 
ride. In the tube c the carbonic acid is absorbed ; seven- 
eighths of it are filled with soda-lime ; and as this sub- 
stance, in combining with carbonic acid, becomes heated, 
and parts with a little water, the remaining one-eighth of 
the tube is filled with calcium chloride : c is also con- 
nected with a small un weighed tube containing calcium 
chloride, in order to prevent the possibility of the weighed 
tube absorbing atmospheric moisture. Caoutchouc corks are 
used to close the tubes ; if, in their absence, ordinary corks 
are employed, they must be cut, and covered with sealing- 
wax. The tubes may be suspended as in the figure, or by 
wires from a glass rod running through a cork held in a 
clamp on the retort stand. When not in use the tubes are 
closed by stoppers of glass rod. In the other hole of the 
caoutchouc stopper of a is fitted a bulb-tube, passing down 
nearly to the bottom of the flask, drawn out and turned 
up in the manner represented in the figure ; this can be 
closed by means of a small screw clamp : d contains soda- 
lime : it is attached to the caoutchouc tubing on the bulb- 
tube at the close of the experiment. 

Weigh out about i '5 gram of the carbonate into a, and 
add about 10 cubic centimetres of water. Weigh c without 
the stoppers and tubing, and put the several parts of the 
apparatus together, setting the flask a upon a piece of wire 
gauze on a tripod. Nearly fill the bulb- tube with hydro- 
chloric acid solution, diluted with its own volume of water. 
Open the clamp, and allow enough acid to pass into the 
flask to set up the evolution of the carbonic acid, and as the 
action diminishes add more acid, until the tube is empty. 
Close the clamp, and connect the exit-end of \.Vv^ ^.-^^i^^^x.xijs. 
withan inverted ivash-bottle, of about 600 c\ib\c ee.vvVYKNfi.Xx^& 
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capacity, and filled with water, the jet of which you have 
transferred to the short, obtusely-bent tube, and temporarily 
closed by a piece of caoutchouc tubing and clamp; heat 
A slowly to boiling, boil for about one minute, cautiously 
open the clamps, remove the lamp, and aspirate a slow 
current of air through the apparatus, regulating the speed by 
means of the screw. Detach ^, allow it to cool, and weigh it; 
the increase of weight gives the amount of carbonic acid in 
the mineral. This method of estimating carbon dioxide is 
very accurate, and is generally applicable ; it is expeditious^ 
and has the advantage of being direct The tubes may be 
used a great number of times without their contents being 
changed, if they are well stoppered when not in use. 
A very simple and accurate method of determining carbon 
dioxide in salts and minerals consists in heating the sub- 
stance with fused and powdered potassium bichromate in a 
short combustion- tube (about 25 cm. long), passing the 
evolved gas through a tube containing calcium chloride, and 
absorbing it in a weighed soda-lime tube. Or a weighed 
portion of the carbonate is heated with about four times 
the quantity of fused borax in a platinum crucible to dull 
redness, and the carbon dioxide determined from the loss 
of weight. 

Determination of the Silica^ Iron {and Ma?iganese\ LinUy 
and Magnesia, — Decant the solution from the flask a into a 
porcelain basin, rinse the flask with a few cubic centimetres 
of hot water, adding the washings to the main quantity of the 
liquid, and evaporate the whole to complete dryness on the 
water-bath, in order to render the small quantity of silica 
insoluble. Moisten the dried residue with a few drops of 
strong hydrochloric acid, cover the basin with a glass plate, 
allow to stand for a few minutes, add hot water, and filter 
the solution through a No. 3 filter ; wash thoroughly, drain 
the paper by the action of the pump, fold the filter, and 
without further drying throw it into a weighed platinum 
<^rucible : cautiously heat until the pap^i \s drj>?^^\xvc:Yaftr 
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rate. The increase in weight of the crucible, minus the 
filter-ash, gives the amount of silica. 

To the filtrate ft-om the silica, add a little bromine-water, 
then ammonium chloride and ammonia in slight excess ; 
heat gently for some time and filter. Wash the precipitate 
once or twice, re-dissolve it in hydrochloric acid by heating, 
add one more drop of bromine, again precipitate with ammo- 
nia, and filter. Dry and weigh the oxide of iron (and man- 
ganese*): the precipitate maybe ignited without complete 
drying. The second precipitation effects the removal of small 
quantities of lime and magnesia precipitated with the ferric 
oxide. 

Mix the ammoniacal filtrates, and add ammonium oxalate 
in quantity sufficient to precipitate the lime and to convert 
the magnesia into oxalate. Presence of excess of ammonium 
oxalate prevents the slight solubility of calcium oxalate in 
chloride of ammonium solution. Allow the liquid to stand 
for ten or twelve hours. Decant the clear liquid on to a filter 
and wash once or twice by decantation, taking care to disturb 
the precipitate as little as possible. Dissolve the calcium 
oxalate in a small quantity of hydrochloric acid, heat to 
boiling, add a few drops of ammonium oxalate and a slight 
excess of ammonia. This double precipitation of the calcium 
oxalate effects the separation of a small quantity of co- pre- 
cipitated magnesia. Filter off the oxalate, wash thoroughly 
with hot water, and dry. Transfer the dried precipitate to a 
weighed platinum crucible, and if its weight does not exceed 
I gram, proceed to convert it into caustic lime. Burn the 
filter, and add the ash to the crucible. Heat the crucible 
gently, with the lid on, and gradually increase the flame 
until the bottom is red hot. Now expose the crucible to a full 
red heat over the blow-pipe for fifteen minutes, occasionally 
removing the lid for a few seconds ; allow to cool in the 
desiccator, and weigh. By this treatment the oxalate is con- 
verted> first into carbonate and then into cawsUe \\m^. TV^ 

* For a method of determining the manganese, "asuaW^ ^\e!s»«^X. va. 
small quantity only, in limestones and dolomites, see "Pax\. W » 
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heating must be repeated until the wefcht is perfectly con- 
stant ; that is, until the carbonate is wholly converted into 
lime. If the quantity of the oxalate exceeds i gram, its 
conversion into oxide is accomplished with difficulty and 
requires prolonged heating. In this case it is better to trans- 
form the oxalate simply into carbonate by heating gently over 
a small flame scarcely sufficient to make the bottom of 4e 
crucible appear red hot by diffuse daylight The conversion 
into carbonate is rendered visible by a slight change of colour 
which creeps over the heated oxalate. After heating for ten 
minutes, weigh, and repeat the operation with the lid on 
until the weight is constant. Weigh the filter-ash and the 
small quantity of adhering lime on the lid. Moisten the 
carbonate with a few drops of water and test it with a slip of 
reddened litmus paper ; it ought not to show the slightest 
trace of alkalinity. If the paper becomes blue, the crucible 
has been overheated ; in that case transfer the ash of the 
filter to the crucible, add a few drops of ammonium carbonate 
solution, evaporate to dryness on the water-bath, heat very 
gently for a few minutes and weigh. The ammonium car- 
bonate reconverts the caustic lime into carbonate. The 
filtrate from the oxalate of lime is poured into a porcelain 
basin, concentrated considerably, and rendered strongly acid 
by nitric acid. About 3 grams of the acid are employed for 
each gram of the sal-ammoniac supposed to be present. The 
dish is covered with an inverted funnel and gently heated, 
when a rapid effervescence sets in, owing to the decompo- 
sition of the ammonium chloride. The liquid is evaporated 
to dryness, when, if sufficient nitric acid has been added, ^ 
the sal-ammoniac will have been expelled.* The furmel is 
rinsed, and the saline mass in the dish dissolved in watef » 
ammonium chloride added in small quantity, the solutia^ 
rendered strongly alkaline by ammonia, filtered if necessar>'' 
and mixed with solution of sodium phosphate. The liqui ^ ^ 

* This method of removing the excess of sal-ammoniac is preferabl ^ 
to that of evaporating to dryness in a p\al"\i\\\m\^as\v\ axvd \^\\.\tv^. U"^ 
the latter plan there is clanger of loss from l\\e \.ewAtiwc>f ol \Xvr. -as^v \^' 
creep over the side of the dish during l\\e exa^^otaUoxL. 
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is well agitated by shaking the beaker, covered with a glass 
plate, and set aside for twenty-four hours. The clear liquid 
is poured on to a filter and the precipitate washed by decan- 
tation in the beaker, and afterwards on the filter by dilute 
ammonia- water (i part strong ammonia and 5 of water), 
until the filtrate acidulated with pure nitric acid gives only 
a slight opalescence with silver nitrate. Pure water dissolves 
the precipitate to a slight extent (i part in 15,300 of water); 
in dilute ammonia it is much less soluble (i part in 45,000). 
The presence of a large excess of ammonium chloride in- 
creases its solubility; hence the necessity of expelling the 
greater portion of this salt before precipitating the magnesia. 
The dried phosphate is detached as completely as possible 
from the filter, transferred to a weighed platinum crucible and 
very gradually heated (at first with the lid on) for fifteen 
minutes. The temperature is now raised until the crucible 
is red hot, when the lamp is withdrawn and the filter-ash 
added- Take care that the filter is burnt as completely 
as possible, or the crucible will be corroded by the action of 
the carbon on the phosphate. The crucible is then strongly 
ignited for a quarter of an hour, allowed to cool, and weighed. 
The residue (magnesium pyrophosphate Mgz P2O7) should 
be white, or, at most, have a very slight tinge of grey.* 

VI. Barium Sulphate (Ba SO4). 

The pure substance is prepared by adding a dilute solu- 
tion of barium chloride to an excess of hot and moderately 
diluted sulphuric acid. The precipitate is washed once or 
twice with hot water, dried, and ignited. The method of 
analysis is founded upon the decomposition of the sulphate 
by prolonged fusion with an alkaline carbonate. 

About I gram of the ignited precipitate is weighed out 

♦ In any analysis involving the separation of several substances it is 
advisable to preserve the weighed precipitates in small corked tubes or 
between watch-glasses until the analysis is finished. Questions re- 
garding the purity or identity of the substances separated frequently 
arise, which, of course, cannot be answered if the bodies are tKvov^w 
away. 
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into a platinum crucible and mixed with 3 parts of a dry 
mixture, in equivalent proportions, of pure potassium and 
sodium carbonates. This mixture may be conveniently 
obtained in a state of purity by igniting Rochelle salt 
(C4H4KNa06+4H20) in a platinum basin, extracting the 
charred residue with hot water, filtering and evaporating to dry- 
ness. The mixture of barium sulphate and alkaline carbonates 
is fused at a bright red heat for thirty or forty minutes, allowed 
to cool, the mass extracted with water containing a few drops 
of ammonia and ammonium carbonate, and filtered.* The 
filtrate contains the sulphuric acid in union with the alkalies; 
the residue consists of barium carbonate. It is washed with 
water contaming a few drops of ammonia and ammonium 
carbonate, dried, and weighed. It is dissolved in the 
crucible in a few drops of hydrochloric acid, and a slight 
excess of sulphuric acid added; the mixture is cautiously 
evaporated to dryness, and the residue ignited and weighed 
Its amount ought to be equal to that originally taken. 

The filtrate containing the alkaline sulphate is acidulated 
with hydrochloric acid, heated to boiling, barium chloride 
added, and the precipitate washed, dried, ignited, and 
-weighed. Its weight ought to equal that of the barium sulr 
phate analysed. 

The same process is applicable to the analysis of strontium 
and calcium sulphates. 

VII. Indirect Estimation of Barium and Calcium. 

It is frequently possible to determine the amount of i 
substance A, by combining it with a second body B, so as to 
form a definite compound AB. By estimating the quantity 
of B in the combination, wc can readily calculate the amount 
of A which must be present. Thus we can determine the 
amount of Ag in a solution by estimating the amount of CI 
required to precipitate it completely. In like manner we 

* Barium carbonate dissolves in 14,000 \»aTV?i o^ co\d 'wavier and 
ijf,foo of boiling water. It is ten times \es,s ?,o\u\At ycv >jra.\.t\ «s^- 
tainjng a slight quantity of ammonia and ammoimxm caxXjoaaX^ 
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could determine the amount of Ba and Ca from the quantity 
of CO2 respectively contained in their carbonates. Such 
indirect determinations are based on the law of constant 
proportion, which states XhdX the same stUfstance always consists 
of the same elements united in the same proportion. 

But it will be obvious on a little reflection that we can 
determine the amount of barium and calcium in a mixture of 
their carbonates, by estimating the amount of carbon dioxide 
contained in a known weight of the mixed compounds. The 
possibility of such an estimation is based upon the wide 
difference which exists between the combining weight of 
barium (137*2) and that of calcium (40*0), both of which 
substances combine with 44 of CO2. Supposing that we had 
found that 2 grams of the mixed carbonates had evolved 0*67 
gram of carbon dioxide. Then, if the whole of the carbon 
dioxide were combined with the barium, the amount of the 
barium carbonate would be 3 002 grams. 

Eq. CO, Eq. BaCOa. CO, found. 

44 : 197*2 :: 0*67 : = 3*002. 

But the weight of the mixed carbonates taken was only 2 
grams. The deficiency (3*002 — 2 '0)= i *oo2, is proportional 
to the amount of calcium carbonate present. This amount 
is thus found : The difference between the atomic weights of 
BaCOs and CaCO^ is to the atomic weight of CaCOa, as the 
d iff ere jue found is to the quantity of calcium carbonate contained 
in the mixture, 

BaCOa — C!aC03 = 197*2 — 100 = 97-2 

BaCO, - CaCOa. CaCO,. 

97*2 : 100 :: 1*002 : = 1*032. 
Accordingly the composition of the mixture is 

Calcium Carbonate I "032 
Barium Carbonate 0*968 

2*000 



^r expressed centesimally, 

Calcium Carbonate 5^'^ 
Barium Carbonate .48*4 



1000 
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Similarly we might determine the proportion of the bases 
present in the mixture by estimating the weight of sulphuric 
acid necessary to form the two sulphates. The method of 
calculation is, mutatis mutandis^ precisely similar to that 
above given. 

Weigh out into a platinum crucible about equal weights 
of pure and recently ignited barium and calcium sulphates - 
(o'5 gram of each is a convenient quantity to take). Mix 
with 3 or 4 pts. of the mixture of sodium and potassium 
carbonates, and proceed exactly as described in the preceding 
example. The weighed barium and calcium carbonates are 
then decomposed in the apparatus described in p. 84, and 
the amount of carbon dioxide determined with great care. 
From the weight of CO2 obtained, the proportion of the two 
bases is calculated in the manner above described. 

As a control, detennine the amount of sulphuric acid in 
the filtrate, after acidulation with hydrochloric acid, by pre- 
cipitation with barium chloride, according to the method 
described on p. 75, and again calculate the proportion of the 
two bases. This exercise will afford a good trial of the 
manipulative skill of the operator.- 

VIII. Ferrous Ammonium Sulphate. 
Fe(NH4)2 2SO4+6H2O. 

To prepare this salt, 27*8 grams of recrystalHsed ferrous 
sulphate and 13*2 grams of pure ammonium sulphate are 
separately dissolved in the least possible quantity of water 
at a temperature of about 40°. The solutions are mixed, a 
few drops of sulphuric acid are added, and the mixture is 
stirred constantly until cold. The greater portion of the 
salt separates out in a finely-divided state : if the solution is 
now set aside for a few hours a further quantity of the double 
salt crystallises out. Pour off the mother-liquor, allow the 
crystalline powder to drain, and dry it thoroughly between 
^Iter-paper. 
J?e/^mi/iafion o/tAe Ammonia. — We;\^\\ o\i\. ^Joovax \ ^gfas^ 
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e salt into the retort (fig. 32). the neck of which is 
acted at a, and the upper portion filled with fragments 
>ken glass. The tube b is filled with strong soda-lye, 
I can be delivered little by little on opening the clamp, 
iask c is fitted with a caoutchouc cork and bent tube e^ 
tiich is blown a bulb. The short wide tube d is filled 
fragments of glass, previously well washed with water ; 
gh this tube hydrochloric acid is poured. The tube 
so arranged that it just dips beneath the surface of 

Fig. 3a. 




iquid in the flask. The retort containing the weighed 
tity of ammoniacal salt, dissolved in a small quantity of 
r, is fixed on a clamp, the tube e inserted into its neck, 
all quantity of soda solution allowed to flow mto the 
t, and the liquid heated to boiling. Care must be 
n to prevent the liquid, if it shows any tendency to 
I, from passing owtr mto Xht flask. The bioVw^. ^^^'s* 
le neck of the retort tends to prevent sucYi a xca'^'a.^i* 
Ugw'cf should be boiled for fifteen ox twenty xn\3Ka\j 
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after the caustic soda solution has been added. When the 
evolution of ammonia is finished, the tube e is disconnected, 
the powdered glass in d washed with distilled water, the 
tube e drawn up from the liquid and washed with distilled 
water. The ammoniacal solution is poured into a porcelain 
basin, an excess of platinum tetrachloride is added, and the 
whole is evaporated yW/ to dryness on the water-bath. The 
double chloride is washed with strong alcohol, and is trans- 
ferred to the weighed platinum crucible in the manner de- 
scribed on p. 82. The salt is dried at 70° or 80°, and heated 
to 1 00° for ten or fifteen minutes, after which its weight willbe 
constant. The little filter is dried and ignited on the lid of 
the crucible and weighed separately. The weight of die 
residual platinum is calculated to that of double salt, and the 
amount added to the main quantity. By way of control, the 
double salt may be gently heated so as to expel the greater 
portion of the ammonium chloride \ the crucible is then 
raised to a full red heat, and the metallic platinum weighed. 
Determining as platinum, however, is not more accurate than 
weighing the double salt, owing to the readiness with which 
finely-divided particles of the metal are carried away in the 
vapour of the escaping ammonium chloride. 

IX. Determination of Nitric Acid. 

Dr. Gladstone and Mr. Tribe have found that a thin 
plate of zinc coated with copper (formed by placing the 
former metal in a solution of copper sulphate for a few 
minutes) decomposes water, particularly on warming, with 
the formation of zinc hydrate and the evolution of hydrogen. 

The hydrogen so eliminated is capable of reducing nitric 
acid in combination to the state of ammonia : 

NO3K -f 4H2 = NH3 -f HKO + 2H2O. 

This reaction constitutes the basis of a method of deter- 
mining nitric acid in nitrates. 

About 25-30 grams of thin sheet zinc are placed in a flask 
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of about 200 cc capacity, and covered with a moderately- 
concentrated and slightly-warmed solution of copper sul- 
phate. In about ten minutes a thick spongy coating of 
copper will be deposited on the zinc : the liquid is poured 
off the metals, which are now well washed with cold water, 
and covered with about 40 or 50 cc. of pure water. Weigh 
out about 0-5 gram of pure nitre into the flask, which is then 



Fig. 33. 

\ 




placed in a sand-bath and connected wnth the condensing 
arrangement shown in fig. 2>3. The receiver and U tube 
contain a few cubic centimetres of dilute hydrochloric acid. 
The liquid is gradually heated to boiling and distilled for 
about an hour. The distillate is poured from the receiver 
and evaporated to dryness in a porcelain basin over the 
water-bath, with excess of platinum tetrachloride, and the 
double chloride is treated exactly as in the foregoing example. 

H 
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X. Potash-Alum. Al2(S04)3.K2S04. 24H2O. 

The salt is purified by recrystallisation, powdored, dried 
between blotting-paper, and placed in a well-corked tube. 

Determination of the water, — ^About i gram of the 
double salt is heated to 120° in the apparatus represented in 
fig. 29, until it ceases to lose weight The loss is equiva- 
lent to 10 atoms of water. The temperature is now raised 
to 200®, and the heat maintained at this point until the 
weight is once more constant. The salt should now be 
perfectly anhydrous. 

Determination of the Alumina and Potassium SulpJuite,-' 
Weigh out about i gram of the crystalline salt into a porce- 
lain basin, dissolve in hot water, and add a moderate 
quantity of ammonium chloride solution, together with a 
slight excess of ammonia. Heat the liquid to boiling and 
maintain it in gentle ebullition for some time, keeping the 
basin covered with a sufficiently large watch-glass to avoid 
loss by projection. Rinse the watch-glass into the basin, 
and pour the clear supernatant liquid on to the filter, wash 
the precipitate once or twice by decantation and transfer it 
also to the filter ; wash three or four times with boiling water, 
and, after the whole of the liquid has passed through, keep 
up the action of the pump for ten minutes. Remove the 
filter containing the precipitate from the funnel, and, without 
further drying, place it in a weighed platinum crucible ; heat 
gently for a few minutes to char the paper, and gradually in- 
crease the flame until the crucible is red hot. Keep it at this 
temperature for ten or fifteen minutes, occasionally removing 
the lid, and then ignite it strongly over the blow-pipe for 
five or ten minutes; place the crucible in the desiccator, and 
weigh when cold. 

Ignition over the blast lamp expels the last traces of water, 
-ther with the minute quantity of sulphuric acid which 
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is precipitated with the alumina from a solution containing 

sulphates. 

The filtrate from the precipitate of alumina contains the 

potassium sulphate : it is evaporated to dryness in a weighed 

platinum basin, gently heated to expel ammoniacal salts, and 
moistened with a few drops of pure sulphuric acid, in order 
to transform the potassium chloride, which invariably forms 
when potassium sulphate is heated with ammonium chloride, 
back into sulphate The mass is again heated, with all the 
precautions detailed on p. 82, in order to expel the excess 
of sulphuric acid, and when cold, the potassium sulphate 
is weighed. 

XL Glass 

consists of a mixture of the alkaline silicate with cer- 
tain insoluble silicates, generally of calcium, lead, iron, 
aluminium, magnesium, or manganese. The best window 
glass has approximately the composition, Na20Ca0.6Si02. 
In flint glass the lime is replaced by oxide of lead The 
paie green variety used for chemical apparatus is mainly 
made up of silicates of lime and potash, mixed with smaller 
quantities of iron and alumina. 

In order to analyse it, the glass is reduced to the finest 
possible state of division, and fused in a platinum crucible 
with four times its weight of a mixture of equal parts of 
sodium and potassium carbonates. When cold, the crucible 
is placed in a porcelain basin, and the mass boiled out with 
water, hydrochloric acid is added in excess, and the whole 
is evaporated to complete dryness over the water-bath. The 
dried mass is then moistened with strong hydrochloric acid, 
hot water is added, and the silica is filtered off, repeatedly 
washed with hot water, dried and weighed. The solution con- 
tains the lead, iron, alumina, manganese, lime, and magnesia. 
The alkalies cannot, of course, be determined in this por- 
tion, as they are mixed with the salts required to decoxxvpo^ 



100 Quantitative Chemical Analysis. 

the glass. Pass sulphuretted hydrogen through the filtrate, 
to precipitate the lead ; filter, dry it, and convert it into 
suljihate by treatment with strong nitric acid. Add a few 
drops of bromine to the filtrate, and heat gently ; add 
ammonia, and filter off the iron, alumina, and manganese. 
The lime and magnesia are separated as in No. V. 




Determination of the AlKahes. — About i 5 gram of th^ 
finely -powdered glass is weighed out into a platinum crucible, 
and intimately mixed with 9 grams of calcium carbonate, and 
I '5 gram of ammonium chloride, and heated to bright red- 
ness for an hour, in a small table furnace (figs. 34, 35). The 
platinum crucible should be piotecled from the direct action 
of the tire by being placed in a ama\V da'y ci\ic.ftj\t, ■»'& *■ 
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little calcined magnesia at the bottom. When cold the 
contents of the crucible are boiled with water in a silver or 
platinum dish, filtered, the filtrate acidified with hydrochloric 
acid, and evaporated to dryness to render the silica in- 
soluble. The residue is treated with hot water and filtered ; 
to the filtrate, ammonia, ammonium carbonate, and a few 
drops of ammonium oxalate are added to throw down the 
lime. The liquid is boiled, to render the precipitate dense 
and granular. It is filtered off; the liquid is evaporated to 
a small bulk in a porcelain basin, pure nitric acid is added 
in quantity, and the whole is evaporated to dryness to de- 
stroy the ammonium chloride. The saline residue is dis- 
solved in a little water, and filtered if not quite clear, and 
again evaporated to dryness with a small quantity of strong 
hydrochloric acid, whereby the nitric acid is expelled. If 
the quantity of the mixed alkalies is considerable, this 
treatment with hydrochloric acid must be repeated once or 
twice before the nitric acid is completely dissipated. The 
alkaline chlorides are again dissolved in a little water, and 
evaporated to dryness in a weighed platinum dish, heated 
gently, and weighed. The potassium chloride is then sepa- 
rated by platinum tetrachloride in the manner described in 
No. IV. p. 83. Its amount, subtracted from the sum of the 
chlorides, gives the sodium chloride. 



XII. Felspar [Orthoclase^ Albite). 

The group of the felspars may be regarded as silicates of 
alumina united, in varying proportions, with silicates of the 
alkalies and alkaline earths. The varieties, orthoclase and 
albite, differ from one another in crystalline form and in 
chemical composition. Orthoclase crystallises in forms 
belonging to the monoclinic system, and the alkali it contains 
is chiefly potash, whereas albite is ti*ic\iaVc, 3CdA. '"^ ?J^^ 
consists mainly of soda. 
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The following analyses serve to sho 
difference in composition : — 

Silica 

Alumina . 
Ferric oxide 
Lime 

Magnesia . 
Potash 
Soda. . 
LoHg on ignition 
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to show 


this rharactenstic 


Orthoclase 


Alfaite 


6^76 
17-60 


67*62 
16-59 


0*50 

0-65 

0-30 

14-18 


2-30 
0-85 
1-46 
0-51 


175 

0-65 


10*24 


100-39 


99-57 



The methods employed in the analysis of these minerals 
are identical with those described in Na XL The <Mily 
point which needs special mention is the separation of the 
Hon and alumina. 

The solution containing the iron, alumina, lime, magnesia, 
and alkalies, from which the silica has been removed by 
evaporation, is mixed vrith a little nitric acid, boiled for some 
time, and a slight excess of ammonia added, whereby, on 
boiling, the iron and alumina are precipitated. Care must be 
taken not to employ a very large excess of ammonia, other- 
wise the precipitation, even after protracted boiling, will not 
be complete. The mixed oxides are washed thoroughly with 
hot water, dried as flir as possible by the action of the pump, 
and transferred to a platinum dish ; the small portions remain- 
ing on the filter are dissolved in hot hydrochloric acid, the 
solution being allowed to drop into the dish. When the whole 
of the acid solution has passed through, the dish is removed 
from under the funnel, a beaker put in its place, and the 
filter thoroughly washed with hot water, the washings being 
collected in the beaker. The precipitate in the dish is now 
dissolved in the least possible quantity of hydrochloric acid, 
an excess of a concentrated solution of pure caustic potash 
added, the liquid heated to boiling, and a lump of the pure 
hydrate added, in quantity sufficient to dissolve the alumina, 
and the boiling is continued for a few minutes. The contents 
^^the dish are now washed into thebeaVei, d\\M\.^^m\^\^\N5C^ 
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^ater, and filtered, the ferric oxide being repeatedly washed 
with hot water, dried, and weighed. The alkaline solution 
containing the alumina is acidified with hydrochloric acid, 
a few crystals of potassium chlorate are added to destroy any 
organic matter present, which would tend to retain a small 
portion of the alumina in solution ; the liquid is concentrated 
in a porcelain basin, and ammonia is added in j//^^/ excess, 
and the liquid is boiled until a piece of turmeric paper held 
in the steam is no longer turned brown. The precipitate is 
filtered, dried, ignited over the blow-pipe in a platinum 
crucible, at first very gently, and with the lid on, and then 
for 5 or 10 minutes to bright redness. 

Instead of treating the mixed oxides of iron and alumina 
with caustic potash, they may be washed, dried, ignited 
over the blow-pipe, and weighed together. The mixture, or 
an aliquot portion of it, is then brought into a porcelain 
boat, and strongly heated in a porcelain tube, in a current 
of dry hydrogen for an hour. The boat must be allowed to 
cool in the current of the hydrogen before it is withdrawn. 
The loss of weight which it suffers gives the amount of 
oxygen combined with the iron ; each milligram of loss is 
equivalent to 3*339 milligrams of ferric oxide. With proper 
care this method is very accurate. By way of control 
(and this is more particularly necessary when the amount 
of oxide of iron, compared with that of the alumina, is very 
small), you may treat the weighed mixture with highly 
dilute nitric acid (i part of acid to 30 of water). The dis- 
solved iron is re-precipitated, after filtering, by means of 
ammonia, dried, and weighed. The residual alumina is 
also dried and weighed. 

XIII. Brass, Bronze, Gun-Metal, Bell-Metau 

{Separation of Tin, Copper, Lead, Iron, and Zinc.) 

Weigh out about 5 grams of the fine\y-di\\^^^ ^c^^ V^ 
portion of a penny, for example) into a flask., axvd d^^^OyN^xsv 



I 



I04 Quantitative Chemical Analysis, 

25 c.c. strong nitric acid and 15 c.c water at a gentle heat 
Place a small funnel in the neck of the flask to prevent loss 
by spirting. When the substance is dissolved, add about 
three times the bulk of water, and digest the precipitate on. 
the water bath with occasional shaking for about an hour. 
Allow the precipitate to settle, decant the clear liquid, and 
repeat the digestion on the water bath for about an hour 
with dihite nitric acid (i : 6). The oxide of tin is thus 
obtained free from admixed metals ; it is filtered off, 
washed, dried, and weighed in a porcelain* crucible. If the 
quantity is at all considerable, it requires to be ignited over 
the blow-pipe before it is rendered completely anhydrous. 
The filtrate is evaporated nearly to dryness with strong hydro- 
chloric acid, to expel the greater portion of the nitric acid ; 
re-dissolved in hot water, and the solution precipitated by 
sulphuretted hydrogen. The clear liquid (which should smell 
strongly of the gas) is filtered off, and the precipitate washed 
once or twice by decantation with hydrochloric acid of 
sp. gr. 1-05, through which a stream of sulphuretted hydrogen 
is led, and afterwards with water containing sulphuretted 
hydrogen. The mixed sulphides are drained thoroughly, 
and transferred to a small porcelain basin, and digested with 
nitric acid and about 10 cubic centimetres of dilute sul- 
phuric acid. The solution is evaporated nearly to dryness, 
a small quantity of water is added to dissolve the copper 
sulphate, and the lead sulphate is filtered off without delay 
through as small a filter as possible, and washed with 
water acidulated with sulphuric acid, the filtrate being re- 
ceived in a litre f^ask. When the copper has been washed 
away, the lead sulphate is washed with dilute alcohol to 
remove the last traces of acid, otherwise the filter-paper 
would blacken on drying and faU to pieces.* The sulphate 
^s weighed in a porcelain crucible ; care must be taken to 
move the precipitate as completely as possible from the 

The alcoholic washings are not to be mixed wi*h the filtrate con- 
^ the copper. 
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Iter before incinerating. The ash may be moistened with 
ne drop of dilute nitric acid, heated gently, a drop of 
ulphuric acid added, and the contents of the crucible care- 
uUy dried and ignited. The filtrate in the litre flask con- 
aining the copper is diluted to the mark, and the liciuid 
thoroughly mixed by shaking; loo cubic centimetres are 
withdrawn, and the copper determined, as in No. I. Part. II. 
p. 72, by precipitation with soda. In a second portion of the 
solution determine the amount of metal by precipitation with 
metallic zinc. Transfer 800 c.c. to a porcelain basin, add 
an excess of pure sulphuric acid, and evaporate to dryness to 
expel nitric acid. Dissolve the co[)per sulphate in a small 
quantity of water, decant the solution into a weighed platinum 
dish, and place in it a piece of pure zinc (about i or 2 grams 
^•ill be sutFicient) ; add a few drops of hydrochloric acid, and 
cover the dish with a watch-glass. In about an hour the 
whole of the copper will be precipitated, partly as a coherent 
film on the dish, and partly in red, spongy masses. A drop 
or two of the supernatant fluid should be tested with sulphu- 
retted hydrogen water ; it should, of course, remain colourless. 
Assure yourself that the whole of the zinc is dissolved, press 
the spongy masses of copper together, decant the colourless 
liquid, and repeatedly wash the metal with boiling water 
until the washings give no opalescence when tested with 
silver nitrate or barium chloride. Allow the water to drain 
away, and cover the copper with a small quantity of strong 
alcohol Pour this away, and dry the copper in the steam- 
bath. The precipitation of the copper may also be effected 
in a porcelain or glass dish; in this case the process 
equires longer time, owing to the absence of the galvanic 
iction between the platinum and zinc. A weighed piece of 
)latinum-foil i)laced in the dish, and of course weighed with 
t at the termination of the experiment, accelerates the 
>peration. 

The hhrates from the su/phides of lead and co\>\>et coxv- 
in the iron and zinc; they are concentrated Xo a. wccaiX 
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bulk (about 70 culnc centimetres), filtered into a small flask, 
with a drop or two of nitric acid to oxidise the iron, heated 
for a few minutes, allowed to cool, and mixed with a small 
quantity of freshly precipitated barium carbonate suspended 
in water. The liquid should not contain too much free add ; 
if a large excess is present, it must be removed by adding 
sodium carbonate before mixing with the barium carbonate. 
The flask is closed and occasionally shaken. After standing 
a few hours the iron is all precipitated. The liquid is 
filtered, ammonium chloride added, and the zinc precipitated 
by sulphuretted hydrogen. The zinc sulphide is filtered off, 
washed, re-dissolved in nitric acid, the solution boiled, and 
the zinc re-precipitated as carbonate by the addition of 
sodium carbonate. The zinc carbonate is filtered, washed, 
dried, and ignited in a porcelain crucible, and weighed as 
oxide. 

The barium carbonate precipitate mixed with the iron is 
dissolved in hydrochloric acid, ammonium chloride is added, 
together with a slight excess of ammonia, and the liquid 
heated and filtered. The washed precipitate is re-dissolved 
in a few drops of hydrochloric acid, and the iron again pre- 
cipitated by ammonia free from carbonate, washed, dried, 
ignited, and weighed as ferric oxide. 



XIV. German Silver. 
{Srparation of Copper, Zitu, and Nickel,) 

Weigh out about 1*5 gram of the finely- powdered alloy, 
and dissolve in nitric acid at a gentle heat, with the precau- 
tions mentioned in No. XIII. Evaporate the excess of acid, 
and separate any oxide of tin which may be formed Pre- 
cipitate the copper by sulphuretted hydrogen in hot solution: 
re-dissolve the copper sulphide, and again precipitate with 
sulpuretted hydrogen to separate l\ve ?>t«\;3\\ c^;xxv\\\>5 qS. 
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co-precipitated zinc The sulphide is then treated as in 
No. XIII., and the copper weighed as oxide. 

To the filtrate containing the zinc and nickel is added a 
solution of sodium carbonate until a slight permanent pre- 
cipitate is formed, which is then re-dissolved by the cautious 
addition of a few drops of hydrochloric acid. Pass sul- 
phuretted hydrogen through the liquid, and to ensure the 
complete precipitation of the zinc add a few drops of a very 
dilute solution of sodium acetate, and again treat with sul- 
phuretted hydrogen. Allow to stand for twelve hours, and 
filter off the zinc sulphide ; wash it with sulphuretted hy- 
drogen water, dissolve in hydrochloric acid, and precipitate 
with sodium carbonate, filter, wash, dry, and ignite and weigh 
as zinc oxide. Boil the filtrate containing the nickel after 
the addition of a few drops of hydrochloric acid, and pre- 
cipitate with caustic soda (best in a porcelain basin), filter 
off the nickel hydrate, wash, dry, and ignite and weigh as 
nickel oxide. 

XV. Britannia Metal. 
(Separation of Tin and Antimony?^ 

About I '5 gram of the alloy, as finely divided as possible, 
IS oxidised in a porcelain basin with strong pure nitric acid, 
and evaporated Xo perfect dryness. The dried mass is then 
washed into a silver basin, again evaporated to dryness, and 
fused with an excess of sodium hydrate (about eight times 
the bulk). It is treated with a small quantity of water, and 
the liquid mixed with about one- third of its volume of strong 
alcohol. The stannate of soda, together with the excess 
of hydrate, is thus separated from the sodium antimoniate. 
The liquid is allowed to stand for six hours, filtered, and the 
precipitate washed first with weak spirit, and afterwards with 
strong alcohol. The antimoniate is dried, transferred to a 
porcelain crucible, and fused with potassium cyanide. 
Metallic antimony is thus obtained, vfVvkVi cax\. \i^ >«^^^^ 
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from adhering salts, dried, and weighed The filtrate con- 
taining the tin is boiled to expel the alcohol, diluted if 
necessary, acidulated with dilute sulphuric acid, and precipi- 
tated by sulphuretted hydrogen. The tin sulphide is 
filtered off, washed, dried, and transferred to a weighed 
porcelain crucible, and cautiously roasted to oxide, and 
weighed. 

XVI. Type-Metal. 
{Separation of Lead ^ Antimony ^ and Tin,) 

The alloy in fine powder is treated with nitric acid, and 
tartaric acid is added to the solution. The lead dissolves 
completely, together with the greater part of the antimony. 
The precipitated oxides are filtered off, and separated, as 
in No. XV. The solution containing the lead is evaporated 
to dryness with dilute sulphuric acid, and the lead sulphate 
separated as in No. XIII. The antimony and traces of lead 
in the filtrate are precipitated by sulphuretted hydrogen, 
the sulphide filtered off, washed into a flask, and mixed with 
an excess of yellow sodium or potassium sulphide. The flask 
should be closed with a good cork, and the solution kept 
at a gentle heat. Pour the clear liquid through a filter, and 
repeat the digestion with the alkaline sulphide twice. The 
residue consists of lead sulphide, which may also contain 
copper sulphide : these are separated as in No. XIII. Add 
hydrochloric acid to the alkaline filtrate, until the solution 
is distinctly acid ; allow the liquid to stand, and filter off the 
re-precipitated antimony sulphide. This is dried, transfened 
to a weighed porcelain crucible, moistened with strong nitric 
acid, and treated with ten times its weight of fuming nitric 
acid. The acid boiling at 86° must be employed for this 
purpose : nitric acid of sp. gr. i -42 is not able to effect the 
complete oxidation of the sulphur, as its boiling point is 
about 16° higher than the fusing point of sulphur ; by heating 
H7V/? this acid the separated sulphur fuses, and forms little 
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globules which resist oxidation. The white mass in the 
cnicible consists of antimonic acid and sulphuric acid : by 
ignition it is converted into antimony tetroxide Sbz O4. If 
the amount of sulphur mixed with the precipitated antimony 
sulphide is considerable, it is advisable, before proceeding 
tQ oxidise with nitric acid, to remove the greater portion of 
it by treatment with carbon bisulphide. 



XVII. Fusible Metal. 

{Separation of Bismuth^ Lead, and Tin, with traces of Copper^ 

Iron, and Zinc) 

The alloy in the state of powder is oxidised with nitric 
acid, and the mass repeatedly digested (three or four times) 
with an excess of ammonia and yellow ammonium sulphide. 

The mixture should be kept in a closed flask, and the 
solution gently warmed. In presence of copper, potassium 
sulphide must be used, as the sulphide of that metal is 
slightly soluble in ammonium sulphide. The tin is dissolved ; 
the bismuth and lead, together with the traces of copper, 
iron, and zinc, remain undissolved. The liquid is filtered, 
and the tin precipitated as sulphide by hydrochloric acid : 
it is filtered off, washed, dried, and roasted in a weighed 
porcelain crucible to the state of oxide. The sulphides of 
bismuth and lead, together with the small quantities of 
:opper, iron, and zinc, are dissolved in nitric acid, evapo- 
rated nearly to dryness, water added, and the solution, with- 
out filtering, again treated with sulphuretted hydrogen. The 
ead and bismuth and traces of copper are thus once more 
precipitated as sulphides ; tlie zinc and iron remain in soIut 
ion. The sulphides are next dissolved in nitric acid, 
sulphuric acid is added, the solution is evaporated to dryness, 
md the lead separated as sulphate. Nearly neutralise the 
jolution by the cautious addition of ammonia, add a clear 
K>lution of common salt, and a large c\uat\V\\.^ ol ^^.\&\. 
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Allow it to stand twenty-four hours, and test the supernatant 
liquid by adding a few drops of water : it ought to remain 
perfectly clear. The bismuth is thus completely precipitated 
as basic chloride (BiCIO, or BiCla- BijOa). It is filtered 
off, washed with cold water, dried, and fused in a capacious 
porcelain crucible with five times its weight of potassium 
cyanide. The fused mass is treated with water, when tbe 
metallic bismuth is left behind. The grains of the reduced 
metal are washed with water, and afterwards with spirits of 
wine, dried, and weighed. Separate the copper in the 
filtrate from the precipitated basic chloride of bismuth by 
sulphuretted hydrogen ; redissolve the copper sulphide, and 
precipitate as oxide by sodium hydrate. The iron and zinc 
are separated as in No. XIII. 



PART III. 

SIMPLE VOLUMETRIC ANALYSIS OF SOLIDS 

AND LIQUIDS. 

We have already indicated the principle of this mode of 

analysis, in showing how it is possible to determine the 

amount of silver in a liquid by the aid of a solution of 

hydrochloric acid, or of sodium chloride, of known strength ; 

and we have also shown how we can ascertain the amount 

of alkali in a solution of sodium or potassium hydrate by 

the use of litmus tincture, and of an acid solution of known 

chemical power. The following examples will serve to 

render the principles of volumetric analysis still clearer. 

If we dissolve a small piece of iron- wire in dilute sul- 

'uric acid, we obtain a solution of ferrous sulphate which 

Tfiost colourless, or which at most possesses a faint 

•^e. If we add to lYie soVmuoiv ^oxcia ^vibstance 
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^hich readily parts with its oxygen, the colour will change, 
the greenish tinge will give place to yellow, the ferrous 
salt becoming oxidised to the state of ferric oxide. 

2FeO + O = FejOa. 

A few grams of potassium permanganate (KMn04) dis- 
solved in water give a deeply-coloured purple solution. 
Potassium permanganate, when in solution, very readily 
parts with its oxygen ; if we add a few drops of the 
liquid to the solution of ferrous sulphate, containing free 
sulphuric acid, we notice that the colour of the permanga- 
nate is instantly discharged. If, however, we continue to 
add successive quantities of the permanganate we anive at 
a point when its colour is persistent. Let us consider what 
is the nature of this reaction. The potassium permanganate, 
in presence of free sulphuric acid, is decomposed ; perman- 
ganic acid is Hberated, and potassium sulphate is formed. 
The permanganic acid, however, in presence of the ferrous 
sulphate and free sulphuric acid, readily parts with its 
oxygen, converting the ferrous salt into the state of ferric 
sulphate, and is itself reduced to the state of manganese 
sulphate, which in solution is colourless. So long as any 
ferrous sulphate remains in solution, this decolourising action 
will continue ; immediately, howe^'er, that the whole is con- 
verted into ferric sulphate, the red colour of the perman- 
ganic acid will remain unchanged. 

This reaction may be represented by the equation : — 

ioFeS04 + 8SO4H2 + 2KMn04 = 5^^^2(804)3 
+ K2SO4 -f- 2MnS04 + 8H2O. 

If we know the strength of the solution of permanganate — 
that is to say, if we determine the number of cubic centi- 
metres we require to add to a solution containing a known 
weight of iron as ferrous sulphate, before the solution is per- 
manently coloured — we can employ this solution of perman- 
ganate to determine the amount of iron in aivy ^\Neii "s^oW 
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• 

ic the intensity of the blue colour will inform us of the 
progress of the reaction, and its cessation will tell us wheu 
the oxidation is complete. 

A consideration of these cases will enable us to lay down 
the conditions required in a volumetric process. In the first 
:^ place, the reaction which constitutes the basis of the method 
[ must be constant, even under a diversity of circumstances. 
If, for example, it is modified by the concentration of tlie 
fluids, or the amount of free acid present, or if precipitates 
are formed during the reaction of variable composition, or 
if the presence of the air seriously affects the process, the 
reaction cannot, except in very special cases, afford the 
basis of a trustworthy method. A volumetric process 
further necessitates that we possess accurate means of deter- 
mining the completion of the reaction. Thus the cessation 
of a precipitate in the case of the silver-salt, and standard 
solution of sodium chloride, denotes that the whole of the 
silver is precipitated. The change of the lit nus tincture 
from blue to red indicates that the alkali is neutralised. 
The persistency in the colour of the permanganate solution 
tells us that the whole of the iron is in the state of ferric 
salt. In the case of the bichromate, we learn the same fact, 
from the non-formation of a blue colour with potassium 
ferricyanide. K final reaction must be sensitive, rapid, and 
decisive in its changes ; if it requires considerable time, or a 
large expenditure of the testing fluid, or if it involves the 
passage through a series of closely- related tints or changes 
of colour, it cannot well serve to indicate the termination of 
the intended decomposition. 
In order to carry out a volumetric process, we require : — 

1. A solution of the reagent of known chemical strength : 
this we call a standard solution. 

2 . The means of accurately determining the completion of 
the reaction. 

3. Accurate measuring vessels (pipettes, \\tte-^a"^^, ^^^-^ 
and a graduated instrument termed abuielte, fot ^omxvxv^ 
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S)iooc.c They should be fitted with well ground glass 
stoppers, and the graduation mark of each should be near 
he middle of the neck. The space between the mark and 
stopper allows the fluid to be more readily mixed by agitation. 
The flasks should be sufficiently thin to be heated without 
isk of fracture. . Fig. 36 d represents a convenient form of 
itre-flask. 

The following is the most convenient series of pipettes : — 
i) 100 C.C. ; (2) 50 C.C. ; (3) 25 cc ; (4) 10 c.c. ; and (5) 
; C.C. Several i c.c pipettes will be also needed ; these 
ire readily made from glass tubing. The pipettes have the 
orm seen in fig. 36 ^^. 

The measuring flasks and pipettes are generally sold with 
he graduating marks, their denomination, and the temperature 
t which the graduation is eff'ected, etched upon them. But 
•efore employing them the operator must never neglect to 
erify their capacities. It must be borne in mind that 

• 

ipettes are to be graduated to deliver their contents ; 
leasuring flasks, however, should be graduated both to 
ntam and to deliver. A 50 c.c. pipette, accordingly, needs 
hold more than 50 cc. of liquid ; it must hold this 
\^n\xx.y plus that amount which adheres to the glass when 
e liquid is allowed to flow out. We frequently use the 
^asuring flasks to dilute liquids to determinate volumes, 
•m which we afterwards withdraw aliquot portions by 
'ans of the pipettes ; occasionally, however, it is necessary 
transfer a determinate volume of fluid from the flask ; it 
iesirable, therefore, that the same flask should have a 
ible graduation— one to contain, the other to deliver. 
[,000 cc. of distilled water at 4° C. weigh 1,000 grams. 
therefore, we place the litre-flask, perfectly clean and 
, on one pan of a balance capable of turning with 0-05. 
n when carrying 2 kilos, and tare it, placing 1,000 
ns on the weight-pan, and pouring in water of 4° C. until 
equilibrium is established; the level of the n^^^*^^ 
indicate to us the proper position of t\ve ^^.^m^-VCWJ, 

I 2 
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line. The flask contains i,ocx> c.a of liquid when filled up to 
that line. If we now pour out the water, allow the flask to 
drain for a few seconds, remove the i,ooa grams from the 
weight-pan, and re-adjust the tare of the flask, replace tbe 
I, oca grams, and again fill up the flask with water at 4^, 
until the equilibrium is again established, the level of the 
water will now indicate to us the position of what we may 
call the delivery' mark. The flask filled up to this mark and 
emptied, delivers 1,000 cc. But a very superficial observance 
of the surface of the liquid in the neck of the flask shows us 
that it is not perfectly horizontal. Unless, therefore, we in- 
variably make some determinate point of the curve to coin- 
cide with the graduating line, our measurements will not he 
uniform. It will be found most convenient to take the 
lowest point of the curve or meniscus as the fixed point In 
verifying or correcting the graduation of the flask, the trae 
mark is scratched with a diamond so as to coincide with the 
lowest point of the curve of water in the neck ; and when it 
is desired that the flask shall be filled with 1,000 cc, the 
liquid is to be poured in until the lowest portion of its sur- 
face exactly reaches this position. 

The distilled water in a laboratory has very seldom a 
temperature of 4°, but as we know from experiment the rate 
at which the liquid expands, it is easy to calculate what would 
be the weight of 1,000 cc. at any given temperature. This 
weight may be obtained from the following table. 

The weight of 1,000 cc. of water of /° C, when determined 
by means of brass weights in air of 0° C, and of a tension 
076m., is equal to 1,000— jc grams.* 
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The student is now in possession of all the data required 
3 graduate his measuring vessels. He should fill a large 
•eaker with distilled water, place it in the balance-room, and 
scertain its temperature. Let us suppose that it is 15°, and 
hat he requires to graduate his litre-flask to contain 1,000 
.c On reference to the table, we see that the value of x 
on-esponding to 15° is 1*89; accordingly, the weight of 
^ater necessary to be poured into the flask is 1,000 — 1-89 = 
98*11 grams. In graduating the 250 c.c. flask, he would 
f course take one-fourth of this amount, viz., 249*53 grams. 
Te places 998*1, or 249*5 grams, as the case may be, on the 
eight-7)an. in addition to the tare of the flask, and fills up 
le flask with water until it is exactly equipoised. He then 
larks with a diamond on the neck of the flask the position 
" the lowest point of the meniscus. He now repeats the 
Dservation in the manner already described in order to obtain 
le graduation for delivery. 

He next proceeds to re-graduate his pipettes. The light 
ame a b (fig. 37), made of stout brass wire, carries two clips 
f thin sheet brass closed by sliding collars ; through the 
iwer clip is inserted the upper end of the pipette to be 
raduated : this is connected by caoutchouc tubing with the 
ass stopcock c, to which a short length of thermometer 
ibe can be attached, as shown in the figure. To begin with, 
le thermometer tube is removed, and a piece o^ v^vi'^x ^^sis» 
bing placed in the caoutchouc tubing, and, \\\^ sXo^cc>0«l 
^ng opened, the pipette is filled by suctvon mxJcv ^\^xS\^^ 
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Fig. 37. 



water a centimetre or so above the mark. The object of 
the glass tube is to prevent the caoutchouc being moistened 
by the lips. The end of the pipette which has been dipped 
beneath the surface of the water is dried by a cloth, the stop- 
cock is reopened, and the water is allowed to flow out again 

by its own weight into the beaker. 
As soon as the flow of water has 
ceased, the pipette is held vertically 
for three or fc»ur seconds to allow 
the liquid adhering to the glass to 
flow down into the stem; the end 
is then caused to touch the surface 
of the water. Of the various me- 
thods of delivering pipettes, this is 
most accurate. The glass tube is 
withdrawn from the caoutchouc, and 
the short length of thermometer 
tubing, the end of which is drawn 
out before the lamp so as to make 
tlie bore of very small diameter, is 
])Iaced in its stead. The whole is 
then suspended from the arm of a 
balance tumine with 0*05 gram, in 
the manner represented in fig. 37, 
and accurately counterpoi? ed. The 
pipette is removed from the balance, 
the thermometer- tube is withdrawn, 
and the wide glass tube reinserted ; 
the cock is opened, and the water 
is again drawn into the pipette 
one or two centimetres above the 
mark already etched upon the stem. The end of the pipette 
is again wiped with a dry cloth, the glass tube is replaced by 
the thermometer tubing, and the pipette is again suspended 
from tlie balance arm. The tem\:)erature of the water is ob- 
served; suppose it to be 1 5° , and tha\. \\ve pv^^xx^ \s xc> ^^\\« 
^0 c. a, we an d from the tabl e that t\ve Nve^\vX oi ^;A.^x ^^s^sa 
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g this volume is ^^ ~ — §- = 49*90 grams. This weight 

20 

accordingly placed on the weight-pan, in addition to the 

.re, and the balance is caused to oscillate. In all proba- 

ility the pipette and its contents will be too heavy ; the 

)ck is now opened, and one or two drops of water are 

llowed to flow out into a beaker placed below. On 

ccount of the slowness with which the air finds it way 

irotigh the narrow bore of the thermometer-tube, the 

umber of drops may be regulated with great nicety. 

uccessive drops are thus allowed to flow out until the 

alance is in equiUbrium. The lowest part of the meniscus 

; then marked on the stem. The pipette will now deliver 

C.C., if emptied in the manner described. The determi- 
ation should be repeated ; if made with proper care, the 
;vel obtained in the second experiment will be identical 
ith that found in the first. The capacities of the remain- 
ig pipettes are verified in the same manner. 

The Burette, — ^This instrument serves to deliver definite 
olumes of the standard solutions. Various forms of the 
urette have been devised, but the most convenient modifi- 
itions are those of Gay-Lussac and Mohr. Gay-Lussac's 
urette is seen in fig. 36 c. It consists of a tube about 
D centimetres long, and 1*4 to i'8 centimetres wide, sealed 
: one end, and furnished with a narrow side-tube, starting 
ear the bottom, and running close to the side, to within 
X)ut 2 centimetres from the open end, where it is bent 
ightly in the manner seen in the figure. These burettes 
re usually made in two sizes — one to hold 25 c.c, and 
raduated in -^^ c.c. ; the other to hold 50 cc, and gradu- 
ted in \ cc They are graduated *for delivery.' The 
Drrectness of the graduation should be tested previous to 
se, by filling the burette with distilled water, and emptying 

through the side-tube, until the bottom of the meniscus 

1 coincident with the lowest division. The tempetaXxxt^ o\ 
e water is then ascertained, the burett<e is taxed, and \!ti^ 
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weight of the water supposed to be icqanrd Id £H it k 
placed on the wei^t-pan, and the fusnmieiit is fiQcd 19 




with (he distilled water 
until the liaLinix- is in eqni- 
litirium ; if the meniscus is 
now coincident with the 
;;tro ixjint, the instrument 
is wjrrectly graduated. Dif- 
ferences (A less than ©'05 
r:,r:. may generally be neg- 
lucted. So long as its bore 
is iinifonn, and the divisions 
are of an invariable width, 
the instrument need not be 

disorded, even if the lowest point of the meniscus is not 
coincident with the zero, l^t us supv^^se 'ii»a^ o^ »■ \° ^'^ 
burette, on which 250 divUions=so cc,\he:\OTj«»tvw*-^ 
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iscus was coincident with the division correspond- 
1-8 c.c, then obviously 250—4, or 246 divisions, are 
■nt to 50 c.c, and i division=jYj cc, or o'aoj c.c 
ngly, the indications of the burette must be multi- 

I "o i 6, to give the correct number of cubic centimetres 
d. Thus, if in an analysis we had delivered ap- 
25 cc from such a burette, we should in reality 
livered 2$ x i-oi6 = a5'4 cc. of liquid, 
ing the burette, the edge of the side-tube should 
sed slightly ; ihts prevents the possibility of liquid 
; to the outside of the tube when the burette 
■ed vertically in its support. With a little practice it 
.0 deliver the liquid in a stream or in drops ; when 
itte is brought to the vertical, to be read off, it is 
7 to wait for s 
iconds before 

the observa- 

order that the 

ay attain a con- 

'ei. 

's burette is 

fig. 38. It is 
, divided tube, 
ed at its lower 
1 fitted with a 
ngth of caout- 
bing into which 
ed a glass jet, 
rs of the caout- 
tube can be 
together by 
of the spring 

This form of 



.ussac, since the caoutchouc is acted w^tja ^s? 
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several of the substances employed in standard solutions. lii 
the more modem form of the burette, a glass stop-cock is sub- 
stituted for the india-rubber and clamp. This modification 
(fig. 36^) leaves nothing to be desired. It is especially con 
venient where a great number of analyses of the same kind 
have to be made, as in metallurgical laboratories, chemical 
-works, &c. In such cases the burette may be convenientiy 
arranged as shown in fig. 39. The bottle a contains the 
standard solution ; on opening the clamp ^, the liquid fills 
the burette gradually, and without the formation of air- 
bubbles. Fig. 40 shows another method of connecting the 
burette with the reservoir of the standard solution. The 
liquid is driven into the burette by simply blowing through 
the caoutchouc tube a. The graduation of Mohr's burette 
may be verified by filling the instrument with water, and 
allowing successive quantities of, say, 10 cc., to flow out 
into a weighed beaker. If the 10 cc. weigh 9-98 grams, the 
burette is correctly graduated. Of course due care must be 
taken to allow the liquid adhering to the sides of the tube 
to flow down before the level is read off*. 

The correct reading off of the burette may be facilitated 
by the use of a little device recommended by Mohr. A 
broad strip of black paper is pasted on a white card or 
sheet of white paper, and this is held behind the burette, 
so that the edge of the black paper is about 2 mm. 
below the dark zone of the liquid. The lower edge of the 
liquid is thus sharply defined, and may be read off" with 
certainty. A little caoutchouc band, slipped round the tube, 
and through the card, renders the arrangement more con- 
venient. 

In reading off" the Gay-Lussac burette, the level of the 
liquid should be brought to the direct line of vision. This 
may conveniently be determined by pasting a narrow strip 
of black paper upon the side of the room, ten or twelve feet 
horn the operator^ and on a level with Vv\s ^^^. TVve. burette 
j's held perpendiculaxly between tYie t\w]ixv\\> axv^ ^x?x ^\i^«i. 
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:h position that the black strip appears immediately 
i the level of the liquid. Greater certainty in reading 
ly be attained by the use of Erdmann's float {fig. 

It is simijly an elongated glass bulb, ^^^ 

/hat smaller in diameter than the burette, 
ning a small quantity of mercury. The 

end is drawn out, sealed, and bent into 
: hook, by which the bulb can be lifted 
I out of the burette \>y the aid of a bent 

Rour.d the bulb runs a line a, etched 
■ans of hydrofluoric acid, or scratched 
liamond. ITie coincidence of this line 
he division of the burette is taken as 
jading. The float should move easily 
, the burette, and so that the line is 
i |)arallei with the divisioi.s ; by its 
i the volume of the liquid delivered may 
:ermiiied to within 0-005 cc. 
certain cases the quantity of the liquid 
red is determined by weight. The 
>n is contained in the little weighed 
seen in fig. 42. The required amount 
ured through the delivery- tube, 

should be slightly greased at the 

By weighing the apparatus before 
fter delivery, the amount of liquid 
■yed is at once determined. A 
id of making a simple form of 
ipparatus is described under the 
n 'Ash Analysis.' 




now proceed to the experimental study of certain 
lelric processes. We shall describe here a few typical 
ises to enable the student to familiarise himself with 
lode of estimation. Other methods -vjili \)ft ^vncq. m 
V. 
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I. Determination of Chlorine by Standard Silver- 
Solutions. 

If we add silver nitrate to a solution of a chloride, say of 
common salt, we obtain a white precipitate of silver chloride; 
if we continue to add the silver solution, the formation of 
this substance goes on until the whole of the chlorine is 
precipitated. If we add silver nitrate to a solution of 
potassium chromate, we obtain a dark-red precipitate of 
silver chromate. If now we mix the alkaline chloride and 
chromate together, and cautiously add, little by littie, the 
silver nitrate solution, we notice that the chloride is first de- 
composed ; and white silver chloride continues to be formed 
so long as any chlorine remains in solution. It is only aftar 
the whole of the chlorine is precipitated that we observe the 
formation of the dark-red silver chromate. This principle 
constitutes the basis of an accurate volumetric process. To 
carry it out we, require a standard solutiQn of. pure silver 
nitrate free from excess of acid, and a solution of potassium 
chromate. 

Preparation of Pure Silver, — Chemically-pure silver is 
frequently needed in volumetric analysis. We not only re- 
quire it in the present process: we shall have occasion to 
use it in determining the strength of the hydrochloric acid 
solution employed in alkalimetry. It is therefore desirable 
that the student should prepare at one time all that he will 
need in this and subsequent operations. 

About 50 grams of standard silver (composed of 12*3 parts 
of silver and i part of copper) are dissolved in dilute nitric 
acid in a thin porcelain basin at a gentle heat ; the solution 
is evaporated to dryness, and the residue heated to fusion. 
The cooled mass is then dissolved in ammoniacal water, 
allowed to stand for a short time, and filtered into a large 
flask. The filtrate is diluted to 2i litres. 50 c.c. are with- 
drawn, heated nearly to boiling, and mixed with a solution 
of neutral ammonium sulphite (i^iepaied \>^ xv^\sl\x^y»s\% 
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ammonia with sulphur dioxide gas) added drop by drop, 
until the liquid is decolourised. The ammonium sulphite solu- 
tion is then mixed in the proportion demanded by tliis trial 
with the 2450 C.C. of liquid in the flask, which is then closed 
air-tight. In about 48 hours, nearly a third part of the 
silver is deposited as a crystalline powder, and the remainder 
is thrown down on heating the liquid to 60° or 70" for a short 
time. The liquid is now completely decolourised, unless it 
contains nickel cm* cobalt, which are not infrequent impuri- 
ties in standard silver, when it will be light -green or pink. 
The precipitated silver is washed with distilled water, and 
digested with strong ammonia, again washed and dried. It 
is then fused with about 3 grams of ignited and powdered 
borax, previously mixed with a little sodium nitrate, in an 
unglazed porcelain crucible, and the button of metal is 
washed with hot water, and rubbed, if necessary, with a little 
sea-sand. It should then be rolled out into foil, sufficiently 
thin to be readily cut with a pair of scissors. 

Preparation of the Standard Solution of Silver, — 10*794 
grams of the foil are weighed out, placed in a porcelain basin 
provided with a glass cover, and dissolved in dilute pure 
nitric acid on the water-bath. When the whole of the metal 
is dissolved, the under surface of the glass is rinsed into the 
dish, and its contents are evaporated to complete dryness on 
the water-bath, and gently heated over the lamp until the salt 
fuses. The dry and neutral silver nitrate is dissolved in pure 
water, and the solution carefully poured into the litre flask, 
the dish being repeatedly washed out with fresh portions of 
distilled water. The flask is now filled up to the contai?wig- 
mark with distilled water, the stopper is inserted, and the 
fiask well agitated. The liquid constitutes a deci-normal solu- 
//^/ of silver nitrate : i c.c. = 0*010794 gram silver; it is 
therefore equivalent to 0*003546 gram of chloiirve^ ot 
'003646 gram of hydrochloric acid, or "00585 graav oi ^o^\n\\sv 
chloride. The solution should be poured mto^ a ^^^^X^^J 
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clean and dry bottle, provided with a well-fitting st6ppo:it 
should be labelled ' Deci-nonnal Silver Solution.' Nort— 
By a normal solution is to be understood a solution con- 
taining I eq. of the substance, in grams, dissolved in i^ 
c.c of liquid. Thus a nonnal solution of silver would coit- 
tain io7'94 grams of the metal in i litre of the solutitm. A 
nonnal solution of hydrochloric acid would contain jS'^i 
grams of HCl in i,ooo cc A ded-normal solution contains 
one- tenth of an equivalent; a centi-nonnal the one-hundredlli 
part of an equivalent, in grams, per litre. 

Preparation of Potassium Ckromate Solution. — The com- 
Fig. 43, mercial salt is recrystallised until it 

is free from chlorine : the soludon i 
acidified with nitric acid should not 
give the least turbidity on the addi- | 
tion of a drop of silver nitrate solu- 
tion. Its solution should be kept 
in a little bottle a, through the 
cork of which runs a narrow tutie 
with a mark d scratched upon it- 
This allows of a constant quantity 
of the solution to be withdrann 
from the bottle. (Fig. 43.) 

TlteProcfss. — Aquantity of pure sodium chloride(sec p. 79I. 
is powdered, and gently heated, and whilst warm introduced 
into a small tube, fitted with a good cork. About i gram of 
the chloride is accurately weighed out into the \ litre flask, 
and dissolved in distilled water ; the flask is filled up to the 
(onfainirig-Taax\, and the solution well agitated. The burette 
(either Gay-Lussac's or Mohr's may be used) is rinsed out 
with a little of the standard silver solution (which is thrown 
into the ' silver residue ' bottle) and filled up to the ;;ero u-ith 
the silver solution. 50 cc. of the solution of sodium chloride 
are withdrawn from the flask, and run into a porcelain basin, 
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i mixed with a measure of the chromate solution ; the 
^er solution is added, drop by drop, from the burette, 
til the red colour of the silver chromate is permanent. 
tch drop of the silver solution forms a red spot in the 
llow liquid, which quickly disappears, so long as any chlo- 
le remains- in solution ; immediately all the chlorine 
precipitated, the red colour of the chromate of silver is 
laltered. The process is now at an end. The volume of 
le silver solution employed is read off, corrected, if neces- 
iry, for the error of the graduation (see p. 121), and on 
c subtracted, this expenditure of silver being required to 
jnder the final reaction evident. The analysis should 
e repeated on a second portion of 50 c.c. of solution. 
Ji actual example will render the method of calculation 
lear. i -0850 gram of pure salt was dissolved in 250 c.c. 
f distilled water. 50 c.c. of this solution required in experi- 
lentl., 37*1 c.c; in experiment II., 37*2 c.a ; in experiment 
II., 37*2 C.C. of silver solution. Mean 37*17 cc. Subtract ot 
)r final reaction. 37*07 x -003546 = 0*1314 gram of 
hlorme, 50 c.c of liquid contain 0*217 gram of salt. 

accordingly, the salt contains -—^ - — ^=60*56 per cent. 

0*217 

hlorine. Theory requires 60 60 per cent. 
The remainder of the solution of the sodium chloride 
liould be poured into a 'clean and dry stoppered bottle, and 
s strength marked on a label attached to the bottle. It 
'in be useful in cases where, in determining chlorine by 
■iis method, we imagine that we have added an excess of 
ilver solution. We have only to add a definite volume, 
ay I c.c. of the solution, to the turbid liquid, and after the 
ist trace of silver chromate has disappeared, again add the 
liver solution until the final point is exactly obtained. In 
^^ case above cited, 50 c.c. of salt solution equal 37*07 cc. 
'f silver solution ; accordingly i cc of salt = 0*7 cc of 
liver. 0*7 + 0*1 (for final reaction) or c^ c.c. s\3Xi\x^.c\fc^ 
"om the total amount of silver solution etnpVoy^d, ^n^^ \^^ 
^t amount used in the analysis. 
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II. Indirect Determination of Potassium and Sodium 
by means or standard silver solution and potassium 
Chromate. 

The deci-normal silver solution may be used for a ^-ariety 
of estimations in which the amount of chlorine present may 
be taken as a measure of the other constituents. We shall 
have occasion to mention several of the applications of this 
solution in tlie General Part (Part IV.). We have already 
described the method of estimating potassium and sodium 
by gravimetric analysis : as an example of the above-men- 
tioned a{)plications of the solution of standard silver, we 
proceed to show how these alkalies, when together, may be 
estimated by volumetric analysis. 

1^'rom 3 to 4 grams of pure Rochelle salt (C4H4KNa06. 
411 2()) are gently heated in a platinum basin until the water 
of crystallisation is expelled. The temperature is then in- 
creased until the mass is completely carbonised ; the heat 
should not exceed low redness, or a loss of alkali will be 
incurred. The alkaline carbonates in the charred mass are 
then dissolved in a small quantity of hot water, filtered, and 
the charcoal repeatedly washed with successive quantities of 
water. A slight excess of pure hydrochloric acid is added 
to the fihrate contained in a weighed platinum basin, and 
covered with a watch-glass, and as soon as the evolution of 
gas ceases, the under surface of the watch-glass is rinsed 
into the basin, and the liquid is evaporated to complete ^vi- 
ncss, and heated in the air-bath to 180°. The alkaline 
( lilorides are weighed and dissolved in a small quantity of 
water, the solution poured into a ^ -litre flask, and diluted to 
tlie containiug-m'3s\i. 50 c.c. are then withdrawn and titrated 
with silver solution and potassium chromate in the manner 
described. From the weight of the chlorides, and of the 
chlorine they contain, we can readily calculate " the propor- 
tion of the alkalies in the mixture. 
Lct.v stand for the potassium, andy ioi \Xv^ ^o^\\x\xv,^V^ 
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he weight of the mixed chlorides, and a for that of the 
hlorine found. 

X _ [(s-a). 1-54?] - A 

o*6j 

_ A - [ (S — a) a'91] 

0-63 

CI CL , ei CT 

I'CA = _- cor = - - 0*6'? = zii — zl 

^^ Na ^ K ^ Na K 

III. Estimation of Chloric Aciix 

Weigh out about 0*5 gram of dry potassium chlorate inta 
a small beaker in which you have previously placed about 
20 grams of thin sheetrzinc covered with spongy copper^ 
in the manner described on p. 96. Add about 25 c.c. of 
water, cover the beaker with a watch-glass and boil the 
liquid gently for about an hour. Add water to the beaker.^ 
filter the liquid into a porcelain basin, and wash the zinc and 
copper in the beaker repeatedly with hot water. By the 
action of the nascent hydrogen, the alkaline chlorate is 
reduced to chloride. The filtrate should be quite neutral. 
Determine the amount of chlorine in the liquid, by standard 
silver and potassium chromate solutions, i c.c. of the solu- 
tion is equivalent to 0*01226 gram of potassium chlorate. 

Example, — 0*2492 gram of potassium chlorate, treated in 
the manner described, required 20*2 c.c. of deci-normal silver 
solution. 20*2 X •01226=0*2477 gram potassium chlorate. 

IIIa. Determination of Chlorine in presence of 

Sulphites. 

Add to the solution of the salts a very slight excess of a 
solution of potassium permanganate free from chlorine ; 
neutralise the liquid with pure soda, and then add the 
potassium chromate and standard silver nitrate solution in 
the usual manner. This preliminary oxidation of the sul- 
phurous acid is necessary, otherwise the chromate solution 
would be reduced. 
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ALKALIMETRY. 

PreparaticnofNornuUSoluHonof Hydrochloric Add, — i cc. 
so'03646 gram HCl. Messrs. Roicoe and Dittmar have 
shown that if a solution of hydrochloric acid containing 20*2 
per cent. HCl be boiled under the ordinary pressure of the 
atmosphere, the acid and water distil over in the proportion 
in which they are contained in the boiling liquid. If we take 
a solution of the acid having approximately this composition 
and boil it in a retort until about half of it has distilled ovjer, 
we may be sure that the residue contains about 20*2 per cent, 
of acid This principle affords the basis of a method of 
preparing a standard solution of hydrochloric add. 

We commence by ascertaining the specific gravity of a 
strong solution of hydrochloric acid by means of the hydro- 
meter (see Appendix), and we then add water to it until its 
specific gravity is reduced to i 'i. A solution of this strength 
contains about 20*2 per cent, of HCL The amount of water 
X which we require to add to a measured quantity of strong 
hydrochloric acid a, of specific gravity j, to reduce it to the 
specific gravity^ (in this case I'l), is found from the formula 

^ — I 

Let us suppose that the specific gravity of our acid is i*i6: 
in order to bring its specific gravity down to i-i we shall 

require to add to every 100 cc. of acid ^^^'^ ? — ZLLiL = 

60 cc. of water. 500 cc of strong acid are mixed with the 
quantity of water required to reduce its specific gravity to i*i, 
and the mixture is brought into a retort connected with a good 
condensing arrangement, and boiled until nearly one-half the 
amount has distilled over. The ebullition may be rendered 
more regular by throwing a few scraps of clean platinum foil 
into the liquid. The residue contains about 20*24 P^r c^"^ 
of HCl i8o'8 grams of such ac\d, wWxv <^\\wXfc^\.o ^\i\x^ 
'VA a solution which is approx\maX.e\y xioiioa^ 
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Since this acid is of frequent application, the student 
should prepare from 2 to 3 litres of its solution. To deter- 
mine its exact strength, 50 cc. of the acid solution are run 
into the ^-litre flask, and diluted to the cofitaining-vadixk after 
shaking, i c.c approximately equals 0*003646 gram HCl. 
Call this solution a; 25 c.c. of a are further diluted to 250 
cc I c.c. = '0003646 gram HCl. Call this solution b. 

Weigh out exactly 1*0794 gram of pure silver into a 
bottle of about 300 cc. capacity, provided with a well-fitting 
stopper, and dissolve the metal in pure dilute nitric acid. 
The solution should be heated on the water-bath, and the 
fumes of the oxides of nitrogen should be blown out of the 
bottle from time to time. When the silver is completely 
dissolved, and the liquid on agitation gives no trace of red 
fumes, the bottle is removed from the bath and allowed to 
cool. A 100 c.c. pipette is rinsed with a small quantity of 
solution A, which is allowed to flow away. The pipette is 
filled to the mark with the solution a, and emptied into the 
silver solution. The stopper is inserted, and the solution is 
briskly agitated for some time until the silver chloride settles 
out completely and leaves the liquid almost clear. If the 
hydrochloric acid is of exact strength, that is, if it is strictly 
normal, and if 1*0794 gram of pure silver has been 
accurately weighed out, we ought of course to have neither 
silver nor chlorine in excess in solution. In all probability 
we shall have one or other of the bodies in excess. To 
determine which of the two remains in solution, we add i c.c. 
of deci-normal silver solution and note whether a further 
turbidity ensues. If the liquid remains clear, the silver is 
in all probability already in excess : if it becomes turbid it is 
a sign that the chlorine is present in excess. In the latter 
case the solution is again vigorously agitated until the 
liquid is once more clear. We will assume, by way of 
example, that the addition of the i cc. of deci-rvoTKvai %\l\^x. 
solution produced a, turbidity. Another 1 cc, ol ^^Vn^x '5>c\>\- 
ti'on IS added to the liquidy and we again obs^etve ^Vo^Xa^x ^ 
turbidity is caused. Ldt us suppose X\\at \.Vve \\q;v3^\^ ^^^ 

K 2 
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remains clear : it is evident that an excess of silver is in 
solution. The total amount of silver in the bottle is diere' 
lore 1*0794 + ('010794 X 2) = i'ioo9S8 gram. If ve 
determine the amount in solution, we can at once tell how 
much is precipitated as chloride, and accordingly calculate 
the amount of HCl in the 100 cc of diluted add. It is 
evident that we have at least o'oio794 gram of silver in 
excess, since the addition of the last i c.c of ded-nonnal 
silver solution failed to produce a turbidity. We now add 
I c.c. of solution a, and shake the liquid vigorously until it 
is clear. In all, we have added loi cc of solution a, and 
I '100988 gram silver. We now add i cc of solution b, 
and note whether a turbidity is produced ; if so, we again 
shake the hquid vigorously until it is clear, and add a 
second i cc : if the liquid is still rendered turbid, we again 
shake briskly, and add a third i cc, and so on until the 
addition of i cc of solution b no longer produces any 
change. This last cc. is not counted, since it shows that 
the HCl is once more in slight excess, and we shall be nearer 
the truth if we assume that only half of the preceding cc. is 
necessary for precipitation. In working with the centi- 
normal solution (solution b) it is necessary that the liquid 
above the precipitated silver chloride be perfectly clear, and 
that we wait for a i^vf seconds (say ^ minute) before we con- 
clude that no further turbidity is caused by the addition of 
I c.c. of solution. Let us suppose that we found it necessary' 
to add 5 c.c of solution b before the liquid remained clear': 
3*5 c.c. are therefore necessary to precipitate the silver in 
solution after the addition of the i c.c. of solution a. W 
the directions given have been properly followed, we may 
• assume without sensible error that i cc. of solution b con- 
tains o'ooo365 gram HCl : this is equal to '0010794 gram Ag., 
and '0010794 X 35 = 0*003778 gram Ag. loi c.c. of solu- 
tion a are equivalent to i '100988 — '003 7 78 = i'0972i 
gram Ag., and accordingly 

107*94 : 36*45 ''. 1:09721 : X 

X = 0-370514. 
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loi C.C. of solution A contain 0*3705 14 gram HCl. Ac- 
cordingly the 500 cc. would contain 1*83423 gram HCl. 
But the 500 cc. of A are equivalent to 50 cc. of the original 
acid. Accordingly i cc. of the original acid contains 
•036684 gram HCl, instead of '03645 gram, the quantity 
required to constitute the normal acid. Instead of diluting 
the acid to bring it to the exact strength, it is better to ei- 

press the differeiice by a small factor: in this case ^^- — i-= 

•03645 
1*0064. The acid is accordingly labelled * Standard Hydro- 

chloric Acid, I cc, = 003645 x 1*0064 gram HCL\ 

ICC of the acid is equivalent to 0*10794 x 1*0064 gram 

Ag., or 0*04004 X 1*0064 gram NaHO. 

At least two determinations should be made of the 

strength of the acid before it is used, and the mean result 

should be taken as indicating the correct value. 

Preparation of Normal Sulphuric Acid Solution, — In 
certain processes the use of standard hydrochloric acid is 
inadmissible ; in such cases we may generally employ a 
normal solution of sulphuric acid. This may be prepared 
by diluting about 60 cc. of concentrated and pure sulphuric 
acid with five or six times its volume of water, allowing the 
mixture to cool, and making it up to 2 litres. If the sul- 
phuric acid used was concentrated, the solution will now 
contain rather more than 49 grams H2SO4 per litre. To 
determine its exact strength, weigh out about 2 grams of 
recently heated pure sodium carbonate into a weighed 
platinum basin, dissolve it in a small quantity of water, 
cover the solution with a watch-glass, draw the watch-glass 
aside and add 25 cc of the acid. Place the liquid on a water- 
bath, and as soon as the evolution of gas has ceased, remove 
the cover, rinse its under surface into the dish, and evaporate 
the liquid to complete dryness. Heat to 180** in the air-bath 
until the weight is constant. The calculation is very simple. 
864=96 has displaced C03= 60. The increase in weight of 
the dish is "pro^oriiondX to the amount of su\p\vvvt\Q. ^.c\^ 
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and the acid is run iti from a burette until the red tint is 
permanent. 

The determination of the strength should be repeated once 
or twice, and the mean result taken as expressing the true 
value of the acid. If the solution is appiroximately normal 
it is better not to dilute it, but to calculate the factor required 
to bring its strength to the normal value. Thus the factor of 
the above-mentioned solution would be -%-§- = i'0334» 
It would be labelled therefore * Normal Sulphuric Add, i 
c.c.='04Qgram x i'0334 SO4H2.' 

If the acid is much above the normal value it will be 
more convenient to dilute it so as to make it as nearly as 
possible of the proper strength. Thus, supposing that we 
had found that i c.c. contained 0*055 gram H2SO4, 1000 c.c. 
would contain 55 grams. Consequently, according to the 
proportion 

49 : 1000 :; 55 : :r. ^ = 1123. 

we must add 123 c.c. of water to every 1000 c.c. of the acid 
solution. This may be best effected by filling the litre flask 
up to the ^^;/to>//>/^-mark with the acid solution, and emptying 
it into the dry and clean bottle in which it is to be preserved. 
Now pour into the litre flask 123 c.c. of water (by means of 
the 100 c.c. pipette and the burette), shake the liquid about 
in the flask and pour it into the bottle, and shake the 
mixture. Again pour about half the acid liquid back into 
the litre flask, shake and transfer it once more to the bottle. 

Preparation of Normal Caustic Soda Solution. — Dissolve 
from 42 to 45 grams of sodium hydrate in 800 c.c. of water, 
and titrate the solution by normal acid and litmus tincture. 
The alkaline solution is then diluted until it possesses the 
normal strength. 

The caustic soda solution may also be obtained by dis- 
solving about 150 grams of pure dry sodium carbonate in 3 
litres of water, boiling the solution in a clean iron vessel, and 
addiijg, little by little, 80 grams of fres\\\y-\)\\iiv\. \vkv& v^-aAa 
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into a. cream with water.* The mixture must be boiled until 
a small quantity of the clear solution no longer effervesces 
on the addition of an acid in excess. The iron vessel is then 
closely covered, and after standing 12 or 14 hours the clear 
alkaline solution is drawn otT by the aid of a syphon. 

Preparation of Litmui St'liiiion. — 5 or 6 grams of coaisety- 
powdered litmus are digested with about 200 c.c of distilled 
water for a few hours. The clear solution is decanted from 
the sediment, and vtry dilute nitric acid added, drop by drop, 
until the colour is chnnged to violet. The solution must be 
neither red nor b'ue, but between the two in colour ; wiien I 
properly neutralised less than -^^c.c. of the standard add I 
should distinctly redden the solution of 1 c.c. in 100 c.c. of 
water ; on the other hand the same amount of standard alkali 
should render the colour decidedly blue. The solution should 
be kept in a wide-mouthed bottle, the cork of which is so cut 
!-,(. ^j, that the air has ready access 

to the interior of the bottle, 
otherwise the liquid quickly 
loses its colour. Through the 
cork is fitted a short tube on 
which is a mark ; this tube 
serves to deliver a determinate 
volume of the litmus solution. 
Deter mitial ion of the Strength 
of the Caustic Soda Soiulioa.— 
25 c.c. of the standard sul- 
phuric acid solution are poured 
into a porcelain basin, mixed 
with a measure of litmus solu- 
tion, and the alkaline liquid is 
added drop by drop from a 
burette until the colour is just 
turned to blue. Repeat the 
ity of puie dry swlium carbonnle is not at hand, 250 
rboTute are heatw! to diilt redness in a platinum basin. 
** A time, for ten or HWen TOwU.es, \n e».^A 'is* 
Mit is then tTfiiled as a\x«e. 
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determination, take the mean of the two observations, and 
dilute the alkaline solution until it corresponds volume for 
volume with the standard acid. Thus, supposing you have 
found that 25 cc. of acid required 22 cc. of soda for neu- 
tralisation ^ you will require to add 3 cc. of water to every 
22 C.C. of lye, or each litre of alkaline liquid will require the 
addition of 136 q.c. of water. 

The diluted liquid should be poured into a large bottle 
fitted with a syphon and wide tube as shown in Fig. 44. The 
■wide tube is filled with soda-lime in small pieces to prevent 
the entrance of carbon dioxide. A thin layer of refined 
petroleum or paratfin oil poured on the surface of the liquid 
greatly tends to the preservation of its strength. The exact 
strength of the diluted liquid should then be determined by 
neutralising varying qualities, say 25 cc, 30 cc, and 50 cc, 
of standard acid in the manner above described. The mean 
result of the observations should be taken as the true value. 

IV. Valuation of Soda-Ash. 

' Soda-ash is a crude sodium carbonate; its value depends on 
the amount of available sodium carbonate which it contains. 
Its impurities, in addition to moisture, mainly consist of 
sodium hydrate, sulphate, chloride, silicate, and aluminate. 
It also not unfrequendy contains sodium sulphide, sulphite, 
and thiosulphate. 

Weigh out about 10 grams of the powdered sample into a 
weighed platinum crucible, and heat gently for twenty or 
thirty minutes over the lamp ; place the crucible in the 
dessicator, and weigh when cold. The loss of weight gives 
the amount of moisture contained in the sample. Transfer 
the weighed salt to a beaker, wash out the crucible, and 
dissolve the salt in a small quantity of water, filter (if neces- 
sary) into the ^-litre flask, wash the filter thoroughly, and 
dilute to the containing- mark, and shake. Take out 50 
cc. of the solution, corresponding to i gram of soda-ash, 
pour the liquid into a flask, and add 25 cc. o^ ^XsLTv^i-ax^ 
sulphuric acid, and boil the solution for some tvm^ wx\V\ ^"^ 
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<\nrl>onic add is expelled. Add a measure of litmus solu- 
tion, and standard soda-solution from a burette, drop \fi 
drop, until ti)c blue colour of the litmus is restored. 

Kwimf^ie. — 10*025 grams of soda-ash were heated, dis- 
Kolvvd in water, and the clear solution made up to 500 cc 
50 ('.('. (corresponding to 1*0025 gram soda-ash) were trans- 
ten vd to a llask, 25 cc. of standard sulphuric add 
(I r.(\=o4() i^ram S()4H2 * 1*0204) were added, the liquid 
was boiled, mixed with a measure of litmus solution, and 
standard soda added, drop by drop, until the blue colour 
was restored. 10 cc. of soda solurion=9*8 cc of standard 
sulphuric acid, 9*2 cc. of the alkaline liquid were needed. 

10 : 9*2 :: 9*8 : 9*0 

Aeconlingly 25— 9'o=i6*o cc of standard acid have been 
used to decompose the 1*0025 gram of soda-ash. But 
I cc of acid contains 0*049x1*0204 gram of sulphuric 
acid ; this corresponds to 0*053 x 1*0204 of sodium carbo- 
nate. The amount of sodium carbonate in the 1*0025 
Kiani of ori^i;inaI soda-ash is therefore *o53 x 1*0204 x 160 
-.'^ivS(>5 gram, or in 100 pp.rts 1*0025 • ^^^ ^* o'^^5 
=:S()*3 per cent. 

The value i^f pearl-ash may be determined in exactly the 
s;ime tnanntT. It must not be forgotten that dried potas- 
sium carbonate is very hygroscopic ; due expedition must, 
therefore, be employed in weighing this body. The crucible 
should be closely covered during the operation. The 
\ eipiivalent of potassium carbonate is 69*1 ; accordingly, 
the factor '0691 is useil instead of '053 in the calculation. 

V. KsTiMAiiON OF Alkaline Hydrate in presence of 

Carhonate. 

The cnide carbonates of soda and potash not unfrequently 
contain notable quantities of hydroxide. The alkaline lyes 
used by paper, soap, and starch manufacturers also consist 
of mixiures of carbonated and caustic alkalies. 

""^ estimate the proportion of the two constituents, a dcfi- 
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:iuantity of the salt or solution, say 15 grams, or 50 c.c, 
5solved in water, and diluted to 250 c.c. The total 
int of alkali is then determined, say in 50 cc, in the 
ler described on p. 137, viz., by standard acid, litmus, 
soda solutions. Take out 100 c.c. of the alkaline solu- 
, pour it into a 300 c.c. flask, dilute with a little water, 
, and add solution of barium chloride so long as a pre- 
ate is formed. The reactions which occur in the case 
jdium carbonate and hydrate are : 

2NaH0 + KaCla = 2NaCl + BaHaOg, 
NajCOa + BaCla = 2LVaCl + BaCOg. 

up the flask to the containing-mark, shake, and allow 
precipitate to settle. Withdraw 100 c.c. of the clear 
id, pour it into a porcelain basin, add an excess, but in 
Lsured quantity, of standard hydrochloric acid, a measure 
itmus solution, and then determine the excess of acid 
ed by means of the soda-solution. Multiply the amount 
lydroxide found by 7*5 ; this gives the amount of caustic 
ili in the weight of the substance originally taken. 

Estimation of Sodium Carbonate in presence of 
Potassium Carbonate. 

odium carbonate, on account of its cheapness, is some- 
es employed to adulterate pearl-ash. The quantity of the 
lixed sodium salt may be estimated in the following 
iner. About 5 grams of the mixture are gently heated 
L weighed platinum crucible for fifteen or twenty minutes; 
loss on weighing gives the amount of moisture present 
i dried mass is dissolved in a small quantity of water, 
i filtered, if necessary ; acetic acid is added in slight 
ess, the liquid is heated to expel carbonic acid, and 
:ed with a dilute solution of lead acetate so long as a 
cipitate of lead sulphate is formed. The liquid is 
ired, and the excess of lead removed by a stream of 
3huretted hydrogen ; the solution is again filtered into a 
) C.C. flask^ awd diluitd. to the coniaimng-ma.iVL. ^o c.»c» 
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of the liquid are then evaporated to dryness," with about 
c.c. of dilute hydrochloric acid (I'l sp. gT.)in a weighed pk 
tinum dish. The residual chlorides are dried and we^hed; 
the relative proportion of the potash and sjda is then deto- 
mined by means of standard silver and potassium chronil^ 
in the manner described on p. 138. 

VII. Determination of Ammonia. 
The quantity of free ammonia in solution may be dtt» 
mined, as in the case of caustic soda or potash, by meani (f 
staniLird acid and litmus soliitionH. A definite quantitygf 
the solution, say 10 c.c, is transferred to a small tared fla«k. 
and weighed : its abM>lute weight and specific gravity a* 
thus determined in a single operation. If the loc.c-wei^ 
g-o grams, its sjiecific gravity would of course be o'9ow 
water being i. The weighed (]uantity of the ammonias 
then diluted with 6 or 8 times its bulk of water and litraied 
directly in the ordinary manner by the standard acid. 

The o)ieration of taking Lhe specific gravity and weighii^ 
out the annnoni.i solution may be rendered more accuraie. 
especially if the solution is 
very strong, by the aid of the 
little apparatus seen in Fig. 45- 
In the hole of the caoutchouc 
ball a is inserted a brass lube 
running through and fixed into 
the plate h. The end of the lube 
is closed, its upper eo^e '* 
filed through, and over it is 
slipped a piece of tight ly-litlin,- 
caoutchouc tiilw, in whichi 
immediately over the orifice in 
the bms:i lube, is a hole piercm 
by a pin. Through the hole is 
inserted the end of the appani- 
tus cc, which is further supported by the holder. The 
caoutchouc ball may be co:uprsssed by the plate d, moveable 
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ig the rods, by the aid of the milled-head screw s On 
ipressing the ball, the air makes its escape through the 
L e of the apparatus, and if, after the expulsion of the air, 
end ^be placed beneath the surface of a liquid, the liquid 
I be driven into the apparatus in proportion as the screw 
eversed. If the apparatus has the arrangement seen in the 
ire, it is evident that it may be withdrawn from the caout- 
5uc tube without any of the liquid flowing out. If the 
Micily of the bulb up to a certain mark, say at w, be accu- 
ely estimated, by determining the weight of water it 
ntains up to that mark, we can readily determine the 
Bcific gravity of any liquid introduced into it by simply 
:ighing the apparatus filled with the liquid. By reinserting 
* end into the hole in the caoutchouc tube and compressing 
t ball we can deliver any required quantity of the liquid, 
fi again weighing the apparatus, its loss of weight im- 
ediately gives us the amount of liquid delivered. The 
>paratus may also be used for weighing out and determining 
e specific gravities of strong acids, fuming liquids, &c. 
Ammonia in combination may be determined by expelling 
by means of caustic soda or lime, collecting the evolved 
nmonia in an excess of standard acid, and determining the 
ccess of acid by soda solution. The ammoniacal compound 
ay ammonium chloride) is weighed out into the retort tf, 
ig. 32, and the ammonia collected in excess of standard 
nd; the amount of the residual acid is then determined by 
)da-solution. 

The ammonia contained in many commercial salts, in 
nmoniacal gas-liquor, &c., may be determined by this 
lethod. In estimating the ammonia in guano, magnesia 
lust be employed instead of lime or soda, otherwise the 
iirogenous organic matter present will be partially decom- 
osed with evolution of ammonia. 
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the acid into the flask may be easily r^ulated by the dip; 
I'he flask b contains to or 15 c. c of ammonia-water: the 
tube must not dip into the liquid. The wider tube c is 
partially filled ^ith broken glass moistened with ammonia- 
water. Care should be taken that the anunonia is free 
from carbonic acid: its purity may be tested by adding to it 
a few drops of calcium chloride solution : if free from car- 
bonate it will remain perfectly clear. 

1 o make a determination, warm the flask b, so as to fill it 
with an atmosphere of ammonia, and then cautiously allow 
a few drops of hydrochloric acid to fall on to the weighed 
rjuantity of carbonate in a. As soon as the whole of the 
carbonate is decomposed, heat the liquid in a to boiling, so 
as to expel the last trace of carbon dioxide, and keep it 
boiling for a few minutes. Wash the bent tube a and also 
the glass in c, add calcium chloride solution to the ammo- 
niacal liquid, boil for some time, filter, wash thoroughly, and 
titrate the calcium carbonate in the manner already described 
The operation of filtering and washing should be done as 
expeditiously as possible, since the ammoniacal liquid 
absorbs atmospheric carbon dioxide. 

X. Estimation of Carbonic Acid in Natural Waters. 

The amount of carbonic acid in spring, river, or mineral 
water may be accurately estimated in the following manner. 
100 c.c. of the water to be examined are transferred to adn* 
flask, together with 3 c.c. of a strong neutral solution of 
calcium chloride, and 2 c.c. of a saturated solution of 
ammonium chloride. 50 c.c. of lime-water, the strength oi 
which is accurately known, are then added, the flask \s | 
cl(jsed by a caoutchouc cork, and its contents, amounting to ^ 
155 c.c, agitated. In about twelve hours the whole of the 
calcium carbonate will have separated out, and the liquid 
will be perfectly clear. 50 c.c. of the clear liquid are with- 
drawn, and the residual amount of lime determined by 
dcci-normal hydrochloric acid. 



of I part of alcohol and 4 of water. It fonns an orange 
solution which is turned violet by alkalies ; the colour is 
almost unaffected by carbonic acid.] 

IX. Determination OF combined Carbon Dioxide. 

The amount of carbon dioxide in soluble carbonates may 
be readily determined by decomposing them with a solution 
of calcium chloride, throwing the precipitated calcium car- 
bonate on to a filter, washing thoroughly with hot water, 
dissolving in an excess of standard hydrochloric acid, and 
determining the excess of acid by standard soda solution in 
the usual manner. 

The acid carbonates (bi carbonates) require the addition of 
ammonia, with the calcium chloride. 

The carbon dioxide in insoluble carbonates, as in Cala- 
mine, ferrous carbonate, white lead, mortar, cements, &c,, 
is determined by expelling the gas by the action of hydro- 
chloric acid, absorbing it by 
ammonia, and precipitating by 
the addition of calcium chlo- 
ride. The calcium carbonate is 
further treated in the manner 
above described. 

The decomposition may 
conveniently be effected in the 
apparatus seen in fig. 46. 
The flask a, of about 150 c.c. 
capacity, contains the weighed 
Quantity of carbonate, together 
with about 10 cc. of water r it 
is fitted with a caoutchouc 
cork, in which are inserted the 
bent tube a and the pipette- 
shaped tube ^, filled with 
moderately- concentrated hy- 
drochloric acid. The flow of 
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L solution of oxalic acid may be conveniently substituted 

■ hydrochloric acid ; it should be made of such a 

ph that I cc is equivalent to i milligram of carbon 

i solution may be obtained by dissolving 

fcfi grams of pure dry cr)'Stallised oxalic acid in water, 

diluting to I litre. The lime-water should be of such 

h that 25 C.C. are equal to 23 or 24 cc of acid. The 

Jpoint of the reaction may be determined by the aid of 

top of tincture of pure rosoHc add, which gives a 

kdid red colour in presence of the alkaline earth, which 

bpears on neutralising with an acid. Instead of rosolic 

\ turmeric paper may be used. Swedisli paper, in stripsj: 

mersed in tincture of turmeric, and dried. A drop 
Riquid brought upon the paper gives a reddish-brown 
1, so long as th^^st trace of the alkaline earth reinaini 

^efrec slate. 

water of the Irish Chanad 
Jiiui ililuridc, and 3 cc. of 
'iih 50 cc. of lime-water. 
B6'4 cc gl^lllgacid 



1 



lie ^H 
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other end is connected with die bent tube u ttf die flidiii 1 
fig. 47. The flask contains about 35 or 30 cc of n 
lately strong ammonia ; the end of the glass tube shoold Hi ' 
beneath the surface of the liquid. The aidea and edgEoC I 
the brass tube are mbbed with a little paraffin, and it ii dia 
screwed through the corit of the bottle of the ai 

by hpldwig t^^* tube stadoDUft 
and ti i'''ii ng tlie bottle itnid, 
until the holes make theii ip- 
peaiance below the coik. Tie 
gag is immediately libeiated; it 
makes its escape throu^ tbe 
holes in the barer,andisabs(Kbcd 
by the ammonia-water. Hie 
greater portion of the icsidml 
gas is expelled by ■^h^ifcing tbe 
water, and gendy heating it I7 
surrounding it with warm watn. 
As soon as no more gas is 
evolved, the cork of the soda-water bottle is withdrawn, 
and the liquid added to that contained in the flaslt, the 
tubes are washed, calcium chloride is added, the liquid 
is boiled for some time, and the amotmt of calcium carbo- 
nate determined in the ordinary manner. The quantity of 
combined carbon dioxide in the water may be estimated b; 
evaporating a second portion to dryness, gently igniting ths 
residue, and titrating with standard acid and soda. 

XII. Determination of Combined Acids in Salts. 

If we add caustic soda to a boiling solution of copper 

sulphate, cupric oxide is 

remains in solution ; — 

CuSO^ + zNaHO 
''-'irerore, we mix 
i>da solution ^ 



precipitated, and sodium sulphate 

= CuO + NazSO, + H,0. 
a measured quantity (in excess) of 
vith a solution of copper sulphate, 



Oxidation and Reduction, i^j 

atnd boil, the amount of residual alkali indicates the quantity 
of the acid contained in the salt 

Weigh out about 2 grams of copper sulphate into a. 
7tp C.C. flask, dissolve in 100 c.c. of water, boil, and add 
excess of standard soda solution, allow to cool, and dilute 
with water to the containing-mark, cork the flask, and allow 
the precipitate to settle. Take out an aliquot portion of the 
clear supernatant liquid, and determine the amount of resi- 
dual alkali in solution. The method of calculating the result 
needs no explanation. 

Many other substances, precipitable by sodium hydroxide 
or sodium carbonate, admit of estiination by this method. 
Thus we may determine the amount of acid present in 

Silver salts, with caustic soda. 
Mercury salts, with caustic soda. 
Bismuth salts, with sodium carbonate. 
Lead, nickel, cobalt, zinc, aluminium, manganese, alkaline 
earths, and magnesia, with sodium carbonate. 

In certain cases the acid, as in copper sulphate, or mer- 
curic chloride, may be liberated by treating a boiling solution 
of the salt with sulphuretted hydrogen, filtering, and deter- 
mining the amount of the free acid by caustic soda and 
litmus solutions. 



ANALYSIS BY OXIDATION AND REDUCTION. 

We have already explained the main principle of this 
special form of volumetric analysis ; we have shown, for 
example, how the amount of iron in solution may be esti- 
mated by determining the quantity of oxygen required to 
convert it from the state of ferrous to that of ferric oxide. 
A large number of other substances may be estimated by 
the aid of a solution of a substance which, like potassium y^^sz- 
manganate, readily parts with a portion oi its o^^^'ea.. \cl 

L2 
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all these cases the amount of oxygen given up is taken as an 
index of the quantity of the substance to be determined. 

Of the many oxidising agents which are known, the most 
generally applicable are (i) potassium permanganate (pa- 
manganic acid), and (2) iodine. 



A. ESTIMATIONS BY MEANS OF POTASSIUM 

PERMANGANATE. 

Preparation of Potassium Permanganate Solution, — About 
5 grams of pure crystallised potassium permanganate are dis- 
solved in a small quantity of water, and the solution is 
diluted to i litre. It must be contained in a glass-stoppered 
bottle, which should be kept in a cool, dark place, when not 
in use. The solution thus preserved may be kept for a long 
time without experiencing much alteration. 

XIII. Determination of the Strength of the 

Permanganate Solution. 

It is absolutely necessary to determine the power of the 
permanganate solution by direct experiment before using it; 
we cannot calculate its strength, i.e. the amount of oxygen 
that it is capable of furnishing, from the weight of the salt 
dissolved, on account of its instability. The most accurate 
method of estimating the strength of the solution consists in 
determining the amount required to transform a known 
weight of iron from the condition of ferrous oxide to that of 
ferric oxide. 

About I gram of fine iron-wire (piano wire), perfectly fr^^ 
from rust, is accurately weighed out into a :^-litre flask, and 
dissolved in about 100 c.c. of dilute' sulphuric acid (i pt. 0^ 
acid to 6 of water). A small quantity of sodium carbonate 
is thrown into the liquid at the same time in order that the 
air within the flask may be displaced by carbon dioxide. 
The flask is fitted with a cork and bent tube furnished with 



Use of Potassium Permanganate. 



149 



a clip ; the end of the tube dips beneath the surface of about 
25 C.C. of water contained in a small flask (fig. 48). 
Whilst the iron is dissolving, the clip is kept open by 
slipping it over the glass tube. The solution of the iron 
may be accelerated by a gentle heat ; the liquid is gradually 
caused to boil, and maintained in brisk ebullition for a 
minute or two, so as to expel the mixture of carbon dioxide 
and hydrogen, and the caoutchouc tube is immediately 
closed and the lamp removed. In a minute or so the clip 
is again opened, when the water from the little flask is driven 
over into the solution of iron : in proportion as it passes 
over, boiling water is poured into the small flask until the 

Fig. 48 




larger one is nearly filled. The caoutchouc tube is once 
more closed, the flask and its contents allowed to cool 
perfectly, and the volume of the liquid made up to the con- 
taining-mark, the stopper of the flask is inserted, and the 
liquid thoroughly mixed by shaking. VAvftsl Xive ^ciV».>cvw\ S& 
cooling, mi a Gajr-Lussac's or a Mohi's \i\xie\Xfe iiXXfc^ 

i 
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with a glass stop-cock (the pennanganate sedation gradnallj 
attacks caoutchouc), previously rinsed out with a littk 
of the permanganate solution, read off the level of the per- 
manganate solution, take out 50 cc of the iron solutioD, 
and pour it into about 200 cc. of water contained in a 
beaker, standing on a sheet of white paper. Add the po^ 
manganate drop by drop to the liquid, with constant stinio^ 
until the pink colour of the solution is permanent The 
permanganate is at first decomposed with great rapidity : as 
the iron becomes oxidised the colour disappears more slowly; 
the rapidity of the change indicates the progress of the 
oxidation. The operation of standardising should be 
repeated once or twice on successive portions of 50 cc of 
iron solution, and the mean of the observations taken as 
representing the true value of the permanganate solution. 

ioFeS04 + 2KMn04 + 8SO4H2 
= sFe2(S04)3 + 2MnS04 + K2SO4 + 8H2O. 

Let us suppose that we have weighed out I'l gram of 
wire and dissolved it in 250 cc. of liquid : 50 c.c of the 
solution would be equivalent to 0*2200 gram of iron. The 
iron we have taken, however, is not chemically pure : we 
may assume without sensible error that its impurities amount 
to 0-4 per cent. ; accordingly the amount of iron in the 50 
cc. is 

I : 0996 :: 0*2200 : x, j: = o'2i92. 

Let us further suppose that we have required 20 cc. of 
permanganate solution, as the mean of the experiments, be- 
fore we obtained a permanent coloration with the 50 c.c. of 
iron solution: then 20 c.c. permanganate oxidise 0*2192 gram 
iron from protoxide to peroxide, or 100 cc. permanganate 
are equivalent to i '096 gram iron. 

The strength of the permanganate solution may also 
be determined by means of pure ferrous sulphate, precipitated 
from its aqueous solution by means of alcohol The ferrous 
sulphate so prepared keeps unchanged for years. Or, in- 
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stead of this salt, the double sulphate of iron and ammonium 
FeS04(N 114)2804 + 6H2O may be employed. It contains 
exactly one-seventh of its weight of iroii : 07 gram of salt is 
equivalent to o'l gram of iron. 

The strength of the solution may also be estimated by 
means of oxalic acid. If potassium permanganate solution 
is dropped into a solution of oxalic acid acidulated with sul- 
phuric acid, the oxalic acid is completely decomposed into 
carbon dioxide and water : 

5C2H2O4 + 2KMn04 + 3H2SO4 
-^ K2SO4 + 2MnS04 -h 10CO2 + 8H2O. 

The oxalic acid solution requires to be gently heated (to 
about 60®) before the reaction commences : at this tempera- 
ture the permanganate is rapidly decomposed so long as any 
oxalic acid remains in the solution. From the foregoing 
equations it is evident that 112 parts of iron (in the state 
of protoxide) and 126 parts of crystallised oxalic acid 
(C2H2O4 -f 2H2O) require exactly the same amount of 
oxygen, viz. 16 parts, for complete oxidation. The amount 
of available oxygen in i c.c. of the permanganate solution 
may therefore be readily calculated. 

Of the several substances which may be used for titrating 
the permanganate solution, metallic iron is on the whole to be 
preferred. All the methods are equally accurate with careful 
manipulation, but fewer sources of error attend the use of 
metallic iron. Crystallised oxalic acid is not readily obtained 
quite pure, it is liable to part with a portion of its water of 
crystallisation, and its solution, especially under the influence 
of light, is apt to decompose. Ammonium oxalate is prefer- 
able to oxalic acid : it may be readily purified by recrystal- 
lisation, and keeps perfectly well : its composition is C2O4 
(NH4)2 + HjO. 142*08 parts of the crystallised salt are 
equivalent to 1 1 2 parts of iron. 

Whichever method be adopted it is absolutely necessary 
that the solution to be titrated should contavtv fttt ^mV^Wx\^ 
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XVI. Valuation of Manganese Ores by means or 

Potassium Permanganate Solution. 

(See Part IV.) 

XVII. Estimation of Potassium Ferrocyanide by 

Permanganate Solution. 

Potassium permanganate solution added to a solution d 
potassium ferrocyanide, acidulated with sulphuric add, 
converts that salt into potassium ferricyanide. If the sote- 
tion is sufficiently dilute there is no difficulty in perceiving 
the termination of the reaction. It is advisable to titrate Ac 
permanganate solution (which should contain about i gram 
KMn04 per looo cc.) with a solution of potassium ferro- 
cyanide of known strength; 5 grams of the recrystallised 
salt (K4FeCy6 + 3H2O) dissolved in 500 cc. of water forms 
a convenient solution. A measured quantity of the solution, 
say 25 cc, is placed in a porcelain basin and diluted with 
about ten times its bulk of water, together with a quantity 
of pure sulphuric acid, and the potassium permanganate is 
added from a burette, with constant stirring, until the pwe 
yellow colour of the solution changes to a reddish-yellow 
tint. To determine the amount of pure ferrocyanide in a 
sample of the article, weigh off about 3 grams, dissolve in 
water, and make up the solution to 250 cc 25 cc of the 
liquid are transferred to a porcelain basin, diluted with 
water, and treated in the manner directed. 

XVIII. Estimation of Potassium Ferricyanide by 

Permanganate Solution. 

This substance may be analysed by reducing it to the 
state of ferrocyanide, and determining the amount of the 
reduced salt in the manner already described. The weighed 
quantity of the ferricyanide is rendered strongly alkaline with 
caustic potash solution, heated to boiling, and mixed iiith a 
concentrated solution of ferrous su\pV\at.^, add^^ \cciSft.\n 
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little until the colour of the precipitate is black, owing to 
the formation of triferric tetroxide. The alkaline solution 
is diluted, filtered, and the filtrate made up to 300 cc; 50 
or 100 c.a are then transferred to a porcelain basin, 
strongly acidified with sulphuric acid, and titrated with 
potassium permanganate solution. 



B. ANALYSES BY MEANS OF IODINE AND SODIUM 
THIOSULPHATE (HYPOSULPHITE) SOLUTIONS. 

When iodine is brought into contact with sodium thio- 
sulphate (hyposulphite) the following reaction occurs — 

2Na2S,03 + I2 = Na2S406 + 2NaI 

iodine and sodium thiosulphate forming sodium tetrathionate 
and sodium iodide. If now we mix with the thiosulphate 
solution a small quantity of starch, and add the iodine so- 
lution drop by drop, the sensitive blue colour of the iodide of 
gtfl''^^ will continue to be destroyed as fast as it is produced, 
so long as the foregoing reaction occurs. Immediately that 
the whole of the thiosulphate has been converted into 
tetrathionate, the least excess of iodine will act upon the 
starch, and the blue colour will be permanent. If, therefore, 
we have a solution of thiosulphate of known strength we can 
readily estimate the amount of iodine in a solution containing 
an unknown quantity of that element 

A solution of iodine, in presence of substances which 
readily take up oxygen, decomposes water, forming hydriodic 
acid with its hydrogen and giving up the oxygen to the 
oxidisable substance. Thus in the case of arsenious acid — 

AS2O3 + 2I2 + 2H2O = 4HI + AS2O5. 
In the case of sulphur dioxide — 

SO2 + I2 + 2H2O = SO4H2 + 2HL 

These reactions afford the basis of an exact and generally 
applicable volumetric process. 
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The method requires — 

(i) A solution of iodine of known strength. 

(2 ) A solution of sodium thiosulphate of known stiengA. 

(3) A solution of starch. 

I. Preparation of the lodifie Solution, — This may most 
conveniently be of deci-normal strength: i c.c. should coo- 
tain therefore 0-012685 gram iodine. About 13 gnunsrf 
.pure iodine are weighed out into a litre flask, together with 
about 18 grams of pure potassium iodide, the whole is Ssr 
solved in about 300 c.c. of perfectly cold water, and dilated 
so as to be of deci-normal strength. Thus supposing thatie 
had weighed out exactly 13 grams of iodine, we should 
require to dilute the liquid to 1024 cc., since 

12-685 : 



:&. .^ 



'ji cc. 



1000 






13 



X X =^ 1024. 



The pure iodine may be obtained by intimately mixing re- 
sublimed iodine with about one-fourth of its weight of 
powdered potassium iodide, heating the mixture in a laigc 
porcelain crucible placed on an iron plate, and surmounted 
by a precisely similar crucible. The resublimed cr}'StalsaTe 
loosened from the sides of the crucible and placed over 
Strong oil of vitriol within a bell-jar for a few hours, in order 
to deprive them of the last traces of hygroscopic moisture. 
The dried iodine is then quickly transferred to a clean dry 
test-tube, into which a second test-tube is fitted, in the 

manner seen in fig. 49. The stoppered 
tube represented in fig. 50 may also be 
employed. The tubes containing the 
iodine are accurately weighed, a portion of 
the substance is transferred to the litre- 
flask containing the potassium iodide, dis- 
solved in water, and the tubes are again 
weighed. The loss of weight gives the 
amount of iodine taken : care should be 
taken that the amount is not less than 
12 '683 grams. Any powdet ad\veTm^ \.o \5[v^ ivks. cR. '^ ^ 



Fig. 49. Fig. 50. 
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lask IS washed down into the liquid ; when the whole of the 
.odine is dissolved the solution is diluted to the proper 
d^ee. The liquid must not be heated ; if the weighing 
out and the dilution have been carefully conducted the 
solution will be strictly deci-normal. The solution is most 
conveniently preserved in small stoppered bottles of about 
aoo cc. capacity, which should be filled to the neck and 
kept in a cool, dark place. 

2. Preparation of Deci-normal Solution of Sodium Thiosul- 
phate, — I litre contains 24*8 grams of the salt. About 25 
grams of the recrystallised salt, previously powdered and 
dried between filter-paper, are accurately weighed out into 
the litre flask, dissolved in water, and the solution diluted so 
that I cc. = 0*0248 gram of thiosulphate. The solution 

"should also be kept in the dark : when exposed to light, it 
slowly decomposes, with the precipitation of sulphur. 
Accordingly a fresh solution of the salt should be prepared 
from time to time. 

3. Preparation of Starch Solution, — i gram of pure wheaten 
starch is mixed with a small quantity of water and rubbed 
to a thin cream in a mortar. The paste is poured into 150 
CO. of boiling water, the liquid is allowed to stand, and the 
clear solution decanted from the sediment. The solution 
should be prepared before the beginning of each series of 
experiments, since it decomposes after a time. By adding 
about 10 cc. of glycerine to it, or saturating it with common 
salt, the solution keeps better : it is so readily prepared, 
however, that it is preferable to make a fresh solution when 
wanted. 

If any doubt should exist as to the exact strength of the 
thiosulphate solution, it may be readily standardised by the 
aid of a deci-normal solution of potassium bichromate. 
Potassium bichromate solution added to potassium iodide, 
in presence of free hydrochloric acid liberates \odm^\ 

KjCr^q, + 6KT H- 14HCI = sU + 8KC1 -VCT^CV6-V^^^O< 
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294*3 parts of potassium bichromate libeiate 761*1 ports rf 
iodine : accordingly i cc of deci-nonnal solution of 
bichromate liberates 0*012685 gram of iodine. 

25 cc. of deci-normal bichromate solution made hjSih 
solving 4907 grams of potassium bichromate in a litre of 
water are placed in a flask and mixed with about 10 cc. of 
solution of pure potassium iodide (i of salt to 10 of wato)^ 
together with about 5 cc of pure hydrochloric add, and 300 
cc of water. The standard thiosulphate solution is tben 
added drop by drop until the iodine has nearly disappeared: 
a few drops of starch solution are added, and the additicmof 
the thiosulphate continued until the last trace of the blue 
colour of the iodide of starch vanishes. Since the 25 cc of 
bichromate solution liberate 25 x 0-012685 =0-3171 giam 
iodine, we can readily calculate the amount of iodine 
equivalent to i cc of the sodium thiosulphate solution. 

XIX. Valuation of Bleaching-powder by Iodixk 
AND Sodium Thiosulphate Solutions. 

(See Part IV.) 

XX. Estimation of the Amount of Chlorine in 

Aqueous Solutions of the Gas. 

Prepare a dilute solution of chlorine in water, measure off 
a definite quantity of the liquid, and transfer it to a solu- 
tion of potassium iodide. Determine the amount of the 
liberated iodine by solution of sodium thiosulphate, adding 
the latter licjuid until the iodine has nearly disappeared ; add 
2 or 3 cc. of starch solution, and continue the addition of 
the thiosuli)hate until the blue colour just vanishes. 

Add a second portion of the chlorine water to the solu- 
tion of potassium iodide, and a measured quantity (m 
excess) of sodium thiosulphate, and determine the amount 
of the residual thiosulphate by means of starch and stan- 
dard iodine solution, adding the latter until the blue colour 
of the solution is |)crsistent. T\\e igsuVxs oi \iwi \:«c> «:^* 
rimcnts should agree. ^ 
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Estimation of the Amount of Sulphur Dioxide 
IN Aqueous Solutions of the Gas. 

epare a very dilute solution of sulphur dioxide (by 
ig 10 C.C. of a saturated solution of the gas to a litre of 
r), transfer a definite quantity of the liquid to a known 
int (in excess) of standard iodine solution, and deter- 
the amount of residual iodine by starch and sodium 
ulphate solution. 

) a second measured portion of the solution of the gas, 
2 or 3 ex. of starch solution, and the standard solution 
idine, until the blue colour of the iodide of starch is 
stent. The reaction between sulphur dioxide and 
le may be thus represented : 

SO2 4- I2 + 2H2O = SO4H2 + 2HL 

, however, the solution is concentrated, the sulphuric 
reacts upon the hydriodic acid, and sulphur dioxide and 
iodine are again formed — 

SO4H2 -f 2HI = SO2 + I2 + 2H2O. 

) long as the solution contains only about 0*05 per cent 
ilphur dioxide, the first reaction alone takes place. 

III. Estimation of Sulphuretted Hydrogen in 
Aqueous Solutions of the Gas. 

Tien sulphuretted hydrogen is brought into contact with 
iodine, the following reaction ensues : — 

H2S 4- I2 = 2HI 4- S. 

his reaction, however, is liable to be modified by the 
:entration of the solution ; experiment has shown that 
an only be depended upon when the solution contains 
more than 0*04 per cent of the gas. 
repare a dilute solution of sulphuretted hydrogen^ 
sure off a definite quantity, add starch \iqv\oi axvd ^o\>\- 
of iodine until the colour is persistent 
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Place in a flask about the same quantity of iodine solu- 
tion which you have consumed in the foregoing experiment, 
and then add a measured quantity (in excess) of the solution ' 
of sulphuretted hydrogen. Determine the excess of sul- 
phuretted hydrogen by starch and standard iodine solutions. 

The amount of sulphuretted hydrogen in mineral waters 
may be readily determined by this method. For such esti- 
mations it will be more convenient to dilute the iodine solu- 
tion to ten times its bulk ; loo cc are transferred to the 
litre flask, and the flask is filled up to the containing-mark. 

Measure off 250 cc. of the mineral water, transfer to a 
beaker, add i or 2 cc. of starch liquor and centi-nonnal 
solution of iodine, until the blue colour is persistent. Let 
us suppose we have used 20 cc of centi-normal solution of 
iodine ; this amount of the iodine solution is placed in 
a beaker, and mixed with 250 cc of the mineral water; 
I or 2 cc of starch liquor are added, and then, cautiously, 
centi-normal solution of iodine, drop by drop, until the blue 
colour of the iodide of starch remains. It will be found in 
general that i or 2 cc. more of iodine solution are required 
in the second experiment than in the first Now pour 
250 cc of distilled water into the beaker, add the same 
bulk of starch liquor used in the last experiment, and, drop 
by drop, the solution of iodine, until the blue colour is pro- 
perly defined. This experiment gives the amount of the 
iodine solution required to produce the final reaction ; subtract 
this quantity from the amount of iodine solution required in 
the second experiment. The remainder shows the amount 
of iodine solution equivalent to the sulphuretted hydrogen 
present ; this amount may readily be calculated from the 
above equation. 

XXIII. Estimation of Hydrocyanic Acid. 

*'"*en potassium cyanide is mixed with solution of iodine, 
*)otassium and iodide of cyanogen are formed :— 

KCy -f I2 = Kl ^ C^I. 
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Two eq. or 2537 parts of iodine correspond to i eq. or 
>5'i7 of potassium cyanide. This principle affords the 
^asis of an exact method for determining the value of 
potassium cyanide, or solutions of prussic acid. 

In the case of potassium cyanide, weigh out about 
2 grams of the salt into a ^-litre flask, dissolve in water, 
dilute to the mark, shake, and transfer 50 c.c. to a beaker 
containing about 200 c.c. of water, add 100 c.c. of a satu- 
rated solution of carbonic acid gas in water (to convert 
the alkaline carbonates, always present in the commercial 
article, to acid carbonates), and add solution of iodine, until 
the liquid possesses a slight and permanent yellow tinge. 
The cyanide must be free from alkaline sulphide. 

In the case of free hydrocyanic acid, add a very slight 
excess of caustic soda, and then solution of carbonic acid, 
and proceed in the manner above described. The specific 
gravity of the ordinary preparations of hydrocyanic acid is so 
little removed from that of water, that it is more prudent to 
determine the amount taken for analysis by weighing, rather 
than by measuring the solution in a pipette, by aspiration in 
the ordinary manner. 

XXIV. Estimation of Antimony in Tartar Emetic, 
AND OF Arsenic and Arsenious Acids in Com-» 

MERCIAL ARSENIATES. 

These methods depend upon the conversion of antimony 
or arsenic trioxide, in an alkaline solution, into pentoxide, by 
solution of iodine : 

SbgOa + 2I2 + 2H2O = SbzOs + 4HI 
ASiOa + 2I2 4- 2H2O = AS2O5 4- 4HI 

Weigh out about 2 grams of the tartar emetic, dissolve in 
Water, and dilute to 250 cc Transfer 20 c.c. of the solu- 
tion to a beaker, add the same amount of a saturated 
solution of sodium bicarbonate, and 2 cc. of starch liquor. 
Now add the iodine solution until tVie Wuc c^S^qvm: Sa 

M 
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persistent for about 5 minutes. The fluid acquires a redcSh 
tint just befoie the reaction is completed : the blue coloura- 
tion, even after the reaction is finished, fades after a time, say 
in 15 minutes. 

In the case of commercial arseniates weigh out about 3 
grams of che substance into a ^-litre flask, and dissolve in 
about 150 cc. of warm water, add a small quantity of 
sodium acetate and acetic acid, and boil the solution for 15 
minutes to decompose any nitrites : when cold make up to 
500 cc. 

To determine the amount of the arsenite withdraw 50 cc 
of the solution, add 25 cb.c. of a saturated solution of pure 
NaHC03, starch paste, and decinormal iodine solution 
(i cc. = '00495 gram AS2O3). 

Now pass sulphur dioxide gas into the solution in the 
flask to reduce the pentoxide 

AS2O5 + 2SO2 + 2H2O = AS2O3 + 2H2SO4, 

boil to expel the excess of sulphur dioxide, and when cold 
make up to 500 cc. Withdraw 50 cc. of the solution, add 
25 cc of the sodium bicarbonate solution, starch paste and 
iodine solution as before (i cc ^0*00575 gram As^05). 

XXV. Determination of Tin by Iodine Solution. 

The metal is dissolved in hydrochloric acid, and mixed 
with a solution of Kochelle salt, and a concentrated solution 
of sodium bicarbonate is then added until the liquid is no 
longer acid. Add about i cc of starch solution ami deci- 
normal solution of iodine, until the blue colour is persistenl 
253*7 p-^^ts of iodine are equivalent to 118 of tin. The 
solution of the metal is best eftected in a stream of carbon 
dioxide : the addition of a few scraps of platinum-lbil ac- 
celerates the process. 

This method is of course applicable to the valuation 01 
'Tin crystals.' 
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A.NALYSES BY MEANS OF lODIxVE AND SODIUM 
THIOSULPHATE SOLUTIONS, WITH PREVIOUS 
DISTILLATION WITH HYDROCHLORIC ACID. 

A number of substances containing oxygen, when heated 
with hydrochloric acid, are decomposed in such manner that 
free chlorine is evolved in amount bearing some simple ratio 
to the quantity of oxygen present Thus when manganese 
dioxide is heated with hydrochloric acid, the following 
reaction occurs : 

MnOi + 4HCI = MnCU + CU + 2H2O 

70*92 parts of chlorine are therefore equivalent to 86*04 of 
manganese dioxide. If the chlorine be led into a solution 
of potassium iodide, iodine will be liberated in exact propor- 
tion to the chlorine evolved : the amount of iodine liberated 
is a measure therefore of the amount of real manganese 
dioxide in the sample analysed. 

Similarly when potassium bichromate is heated with 
hydrochloric acid, chlorine is evolved : 

KaCr^Oy + 14HCI = Cr^CU + 7H2O + 2KCI + 3CI2. 
21276 parts of chlorine are equivalent therefore to 294*3 
parts of potassium bichromate. As we have seen from the 
method of titration given on p. 158, No. XX. the disengaged 
chlorine, in presence of excess of potassium iodide, liberates 
an equivalent quantity of iodine, which can be estimated by 
means of starch and sodium thiosulphate solutions. 

XXVI. Analysis of Potassium Bichromate. 

Into the little bulb ^, which has a capacity of about 60 c.c. 
(fig. 50A), accurately weigh out about 0*3 or 0*4 gram of pure 
fused potassium bichromate, add about 25 c.c of pure fuming 
hydrochloric acid, and connect the bulb with the bent tube 
b by means of a tightly-fitting caoutchouc tube, which has 
been previously boiled m caustic soda so\\it\oiv to lexc^ON^ 
any adhering sulphur. The bent tube is connected W\\)cv a \.^o- 
buJJb U'tube by means of a caoutchouc coik, ^\i\dQ. s\vo>aX.^ 

M 2 
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also have been previously cleansed by caustic soda solutioa 
In certain cases it is advisable to have a second U-lube, 
which is connected with the first by corks and a bent tube. 
Both the tubes are placed in' a beaker and are surrounded 
by cold water: they each contain about 25 c.c of strraig 
solution of potassium iodide. Gently heat the bulb con- 
taining the bichromate and acid ; chlorine is readily evolved 




and decomposes the potassium iodide in the U-tubes; 
after two or three minutes' healing, the whole of the chlorine 
Svill have been eliminated. Heat the liquid to boiling, so as 
to drive over the last traces of the gas ; remove the lamp, 
and allow the whole to stand for 5 or 10 minutes to etfeci 
the complete absorption of the chlorine ; empty the contents 
of the U-tubes, when quite cold, into a beaker (the solution 
in the second tube need not be added \i\^e,fi,% 'ii. csYitLios 
liberated iodine), dilute with wWei, a.ud ivWaXft-wvCa wai^ 
^nd chiosulphate solution. 
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XXVII, Estimation of Arsenious Acid by the aidJ 

OF THE FOEEGOmC REACTION. 

If we mix the weighed quantity of bichromate with finely-J 
powdered arsenious acid (not in excess) only a portion o£l 
the chlorine demanded by the equation is evolved; 
deficit has served to bring about the oxidation of the arsenic J 
trioKide to pentoxide : 

As^Oj + 4CI + 2H1O = AsjOg + 4HCL 
Consequently every 4 eq. of missing chlorine, Le. less thann 
that which would be obtained by distilling the weighed 
amount of bichromate alone with hydrochloric acid, represent 
I eq. of arsenic trioxide. The details of the method are 
identical with those of the foregoing example. ■ 

XXVIII. Analysis of CHLORATii:,s, Bromates, and I 

lO DATES. ^ 

I eq. of potassium chlorate, heated with a large excess of 
hydrochloric acid, evolves an amount of chlorine partly 
free and partly in combination with oxygen sufficient to 
liberate 6 eq. of iodine. 76fi parts of iodine are therefore 
equivalent to i32'56 of potassium chlorate. The weighed 1 
quantity of the chlorate (about 0-2 gram is sufficient) is J 
placed in the distillation fiask and heated with excess of 4 
hydrochloric acid. The remainder of the operation is con-« 
ducted in the manner described. Bromates and iodates a 
best analysed by the method of digestion instead of by thaE^ 
of distillation. A strong botde of about 120-150 
fitted with an accurately-ground stopper : the weighed J 
amount of the broraate is placed in tlie bottle, the requisite 
amount of a saturated solution of potassium iodide and 
hydrochloric acid is added, and the stopper is firmly fastened 
down by binding wire. The bottle is then placed on the 
water-bath ; when the decomposition is complete it is allowed 
to cool, and its contents are diluted with Avater ■, ft\e ^.oVvi.'tt.ow. 
is emptied into a beaker, and the titration piocee.ici'w&i. 
J^ibe usual manner. ^h 
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In the case of lodates and bromates, only 4 eq. of iodine 
are liberated for each eq. of the acid. 

The method of digestion may be frequently substituted 
for that of distillation. It is of course absolutely necessary 
that the stopper of the bottle fits perfectly : to test it, it 
should be tied down in the empty bottle, which is then to 
be immersed in hot water ; if any air-bubbles make their 
escape between the stopper and the neck, the bottle is 
useless for this purpose. The stopper, if nearly tight, maybe 
re-ground with a little fine emery and water. In every case 
it must be carefully tested before use. 

XXIX. Estimation of Iron by means of Iodine and 

Thiosulphate Solutions. 

When ferric chloride is added to a warm solution of 
potassium iodide the following reaction ensues : 

Fe2Cl6 + 2KI = 2FeCl2 + 2KCI -4- I2. 

126 85 parts of iodine correspond to 56 parts of iron. 

Dissolve 5 '02 grams of clean piano- wire (corresponding 
to 5 grams of pure iron) in dilute hydrochloric acid, in a 
•J-litre flask; add a few crystals of potassium chlorate, to 
convert the iron into ferric chloride, boil the solution for 
some time, to expel the excess of chlorine, and when cold 
dilute the solution to the con tain ing-mark. 10 c.c. of the 
solution correspond to 01 gram of iron. Transfer 20 c.c 
of the iron solution to the stoppered bottle, cautiously add 
dilute caustic soda solution until a slight precipitate of oxide 
of iron remains, and then i c.c. of hydrochloric acid 
(sp. gr. I'l). Now add about 4 grams of potassium iodide 
to the clear dark-yellow solution, insert the stopper, and 
fasten it down by means of binding wire. Heat tjie bottle 
over the water-batb, for ten or fifteen minutes, to about 60°, 
lUow it to cooi completely, open it, and add sodium thio- 

'ohate from a burette, until the solution is nearly de- 

•nsed, add i c.c. of starch liquor, and continue the 

1 of the thiosulphate mivIW \.\ie \Aw^ coVowx^^xow \vist 
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This method is particularly useful for the determination of 
aall quantities of iron. The solution must, of course, be 
lly oxidised, and contain no other substance which can 
iminate iodine. If strongly acid, it must be partially 
eutralised by soda solution, in the manner described 

JOCX. Estimation of Nitric Acid by Solutions of 
IRON, Iodine, and Sodium Thiosulphate. 

Free nitric acid, added to a solution of ferrous chloride, 
3nverts the iron into ferric chloride. Ferric chloride, as we 
ave seen in the foregoing process, may be estimated by 
eans of iodide of potassium and sodium thiosulphate. 

Weigh out about 07 gram of iron-wire, and dissolve it in 

small quantity of hydrochloric acid, in a flask in a 
irrent of carbon dioxide, in order to prevent the least 
iance of oxidation. Weigh out about 2 grams of nitre 
to a :J-litre flask, dissolve in boiling water, and dilute 
ith boiled water to the containing-mark. Transfer 25 c.c. 

the solution, corresponding to 0*2 gram of nitre, to the 
^n solution, and quickly re-insert the cork ; gently heat the 
^uid, at length to boiling, to expel the nitric oxide. Main- 
in a rapid current of carbon dioxide throughout the 
peration. As soon as the solution is of a pure yellow 
olour, allow it to cool in a current of carbon dioxide, add 

sufficiency of potassium iodide, allow the solution to stand 
or a short time, and determine the amount of liberated 
odine by starch and thiosulphate solution, exactly as de- 
scribed in the preceding method. The quantity of thiosul- 
phate used, multiplied by 0*0021, gives the amount of nitric 
icid present 

'CXX. Valuation of Manganese Ores by Distillation 
WITH Hydrochloric Acid, and Titration with Iodine 
and Thiosulphate Solutions. • 

(See Part IV.) 
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PART IV. 

GENERAL ANALYSIS, INVOLVING GRAVIMETRIC 
AND VOLUMETRIC PROCESSES. 

I. Nitre. 

The erode nitre of commerce invariably contains alkaline 
chlorides and sulphates, together with more or less insoluble 
matter and moisture. Samples of nitre are occasionally met 
with containing sodium nitrate, arising either from imperfect 
decomposition of the Chili saltpetre, from which the nitre 
was prepared, or from wilful adulteration. Such nitre is 
highly hygroscopic, and requires to be purified before it can 
be used for the manufacture of gunpowder. 

The presence of sodium nitrate, or excess oi common 
salt in the nitre, may be readily detected by means of the 
spectroscope. The quantity of admixed sodium nitrate 
may be approximately determined by ascertaining the 
amount of water taken up from a perfectly moist atmo- 
sphere. Pure nitre placed over the surface of water for 
a fortnight remains comparatively dry; sodium nitrate, 
under the same circumstances, absorbs one-fourth of its 
weight of water. The following table shows the amount of 
water taken up by loo grams of the mixed nitrates : — 



Percentage of Sodium Ni-I 
trate . . , J 


0-5 


I 


3 


5 


10 
19 


Amount of Water (in grams) 1 
absorbed in 14 days . J 


2'5 


4 


10 


12 



^nation of Moisture, — About 20 grams of the 
5 gently heated in a weighed platinum crucible, 
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until the salt commences to fuse. When cold, the crucible 
is again weighed. The loss gives the amount of moisture. 

Determination of Insoluble Matter, — The contents of the 
crucible are washed out into a porcelain basin with hot 
water, dissolved, filtered, and the insoluble matter dried and 
weighed. The filtrate is received into a -^-litre flask, allowed 
to cool, and diluted to the containing-mark. 

Determination of Chlorine. — 100 c.c. of the liquid, corre- 
sponding to 4 grams of nitre, are transferred to a porcelain 
basin, and the chlorine estimated by means of standard 
silver nitrate and potassium chromate solutions. If the 
amount of chlorine is very small, it is advisable to use centi- 
normal silver solution. 

Determination of Sulphuric Acid, — 250 ex. of the liquid 
are transferred to a beaker, heated to boiling, and acidu- 
lated with a small quantity of hydrochloric acid. Barium 
chloride solution is added, and the liquid is set aside for a 
time, to allow the precipitate to subside perfectly. As 
barium sulphate is slightly soluble in solutions of the 
alkaline nitrates, the precipitation is not quite complete. 
The clear supernatant liquid is poured through the filter, 
and the precipitate is washed several times by decantation 
with boiling water, taking care to allow it to settle as com- 
pletely as possible, before pouring the liquid on to the 
filter. The barium sulphate still retains co -precipitated 
nitrate. This may be best removed by a solution of copper 
acetate. Crystallised copper acetate is dissolved in a small 
quantity of hot water, containing acetic acid ; one drop of 
sulphuric acid is added, and then one drop of barium chlo- 
ride solution; the mixture is boiled and filtered. About 
5 or 10 cc of the saturated solution, according to the amount 
of the precipitate, is added to the barium su\p\vaX^, Vo^'si'^^^ 
mth a small quantity of water and a few dtop^ ol ^c^Xxe. 
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acid. The lirjuid is heated to boiling, and maintained in 
ebullition for ten or fifteen minutes. The amount of acetic 
acid added should be sufficient to prevent the precipitation 
of any basic salt of copper. Pour the liquid through the 
filter, transfer the precipitate, and wash it thoroughly with 
hot water. Dry, ignite, and weigh it. This procedure is 
recommended to be followed in all precipitations of sul- 
l)huric acid by barium salts, in presence of considerable 
(juantitics of alkaline nitrates or chlorides. 

Determination of Nitric Acid, — Fuse a few grams of the 
nitre at the lowest possible temperature, and pour out the 
li<]uid mass into a warm porcelain dish, powder it quickly, 
and transfer it to a tube. Place 2 or 3 grams of powdered 
(jiKirtz in a ])latinum crucible, . heat to redness, and weigh 
accurately after cooling. Add about 0*5 gram of the nitre, 
and nj^ain weigh. Mix the nitre and silica by the aid of a 
thin glass rod, taking care, of course, that nothing adheres 
to the rod, and heat the cmcible gradually to a low red heat, 
kt'ej)ing it at this temperature for twenty or thirty minutes, 
transfer to the desiccator, and weigh when cold. The loss 
of w(.M«;ht ^ivcs the amount of nitric acid. Care must be 
taki-n to regulate the temperature properly, or the sulphates 
and chlorides i)resent (particularly the latter) may partially 
volatilise. Potassium bichromate and borax mav be subsu- 
tuted for the j)owdered quartz; the latter substance, ho\v- 
ever, is j^reterable. 

The nitric acid mav also be determined bv the method 
des("rihed on p. 96. 

II. Gunpowder. 

(lunpowder is an intimate mixture of sulphur, niire, and 
c^hareoal. It invariably contains also a small quantity of 
moisture. In the following scheme of analysis all these con- 
stituents are detennined in a single portion of the sample. 
-4 light glass tube \tj, fig. Si\ aXiouX ao cvtxvxvKv^iU't't* Vj«1> 
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lod I centimetre in diameter, is drawn out near the end by 
he aid of tlie blow-pipe. The contracted portion should 
neasure about 5 centimetres long, and possess an internal 
■iameter of 0'2 centimetre. At the point where the tube is 
arrowed, place a plug of recently- ignited asbestos, from 1-5 
' 2 centimetres long. Accurately weigh the tube, place in 
about 3 grams of the triturated powder, and again 
-igh : the increase of course gives the amount taken for 




laiysis. By the aid of the filter-pump aspirate a gentle cur- 
at of air, dried by sulphuric acid, through the tube for 10 
■ IX hours, and again weigh. The loss indicates the amount 

The tube is next fitted into a light flask of about 25 c.c 
pacity, provided with a side-tube in the manner seen in 
. 51. The flask is accurately weighed and connected with 
ube of thin glass 25 to 30 centimetres \on^, "tdtto^^ "A 
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about 7, c.c. of carbon bisulphide (free fix)m moisture, and 
rectified by agitation with mercury, and redistillation) are 
poured over the powder. The filtrate running into the 
flask should be perfectly clear. As soon as the flask is 
about half filled, it is heated by hot water at about 70°. 
The carbon bisulphide distils over, and is collected in a 
dry test-tube surrounded by cold water. The distillate is 
again poured on to the powder, and again distilled, the 
operation being repeated 6 or 8 times. After the last distil- 
lation the residual sulphur is gently heated, and a current of 
dry air is drawn through the entire apparatus by attaching 
the side-tube to the filter-pump. The flask is re-weighed : 
the increase in weight gives the amount of the sulphur in the 
powder which it is possible to extract by means of bisulphide 
of carbon. 

The tube containing the residual charcoal and nitre, 
together with the minute quantity of sulphur still left in the 
exhausted powder, is heated to 100°, and a current of air, 
dried by suli)huric acid, is drawn over it. The tube is again 
weighed : its decrease in weight will be slightly greater than 
the increase in weight of the flask containing the sulphur. 
The difference is the amount of ttioisturc which the powder 
would give up if dried at 100°. This slight difference is to 
be added to the quantity of moisture already determined. 

About I gram of the exhausted powder is shaken out into 
a porcelain basin, and the tube is re-weighed. The loss of 
weight shows the amount transferred to the basin. This 
powder is then gently heated with nitric acid (perfectly fre^-* 
from sulphuric acid) and a few crystals of potassiuiTt^ 
chlorate. The liquid is evaporated to dryness with hydro- 
chloric acid, dissolved in water, filtered if necessar}', and 
the suli)huric acid precipitated in the ordinary manner by 
barium chloride. The barium sulphate is dried, ignited, an^ 
weighed, and the amount of sulphur equivalent to it is addt?^ 
to the main quantity extracted by the sulphide of carbon. 

The tube containing the Temamdti o^ \Jcv^ ^^•aM"=x>i^^Q."^' 



extract the nitre. It 
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Jer is now treated with water 
s fitted into the bell- 
iar{fig. 52). standing on 
1 plate of ground glass. 
Within the jar and under- 
neath the tube is a 
weighed platinum dish. 
The side tube is con- 
nected with the filter- 
pump. A few cubic 
centimetres of cold water 
ire poured on to the pow- 
der, and the pump is set 
in operation so as to cause 
the liquid to fall, drop by 
drop, into the basin. To 
avoid loss by splashing, 
the basin should be as near to the edge of the tube as 
possible. Successive small quantities of water of a gradually 
increasing temperature are now poured over the powder, 
water as hot as possible being used for the last washings. 
50 c.c. of water are amply sufficient to extract all the nitre 
from the residue of the powder, if care be taken not to use 
loo much water for each washing. The use of large quantities 
of water for washing is not advisable, since appreciable 
quantities of organic matter are thereby liable to be dissolved 
out of the charcoal. The solution of the nitre is evaporated 
lo dryness in the dish, dried at 120°, and weighed; the 
weight is of course calculated upon the entire quantity of 
X>wder. The asbestos-plug is now detached from the tube 
>y the aid of a platinum wire, and the lube and its contents 
"■e again dried at 100°, and weighed. It will be generally 
ound, if the process has been properly carried out, that the 
■"eight of the charcoal is slightly greater (generally from i W> 
! milligra/ns^ ^sji the amount calculated trotn V.Vve: csis.tv'o.'Ci 
'f litre found : the difference is due to tVie fact \iiaX ftie^^vstt 
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._ ... J - :. . .^ "::jjl .1 ualysis. 

:L-.:.r \ ^.v' zj.rr Tr'.r.douf^ly. even after di}Tng 
...■. : ..: ; r r ■ ir-ji v-'z^-jz. ziixed with nitre. 
. ::.v. :- : :'.z-:t-r' :: i^rerrr.'.ric the amount of car- 
.^:J.. --_! . :. izJi :z ibe residual charcoal: this 
.: :r':.::i I y zudng :u together with the 
. .: :.: ..:j.:i^:r- :^i i-umingit in a stream of 
. . . . . : -:.:^ 1:.: ::ir:i:z d::x:de and water in the 
:>.r.:„ _::.-.: jr^i-^Jiij :ji-iys:s. In calculating 
. ■ _-.,:--. i.- rrjird z:.:st be taken of the 
...:-. ■_!: ..!_:■....■- jJili dnin^ at loo^ 

'.'. 1 . i ^ : . M r- H VI 5;.AI'LIC Ml'RTAR. 

. : > -.j-f-ir:-^.";.- r-:I::uz: c:irL'on::te, containing 

>r rv-^-.f.-zi .-.ir'.:->:e. ferrous and manganous 

f .: . •. :.-.f. :I_r--.Lr.-, ?:".!c-=. .md alkalies. Many 

^ . -. . . :::.-_r. .-rli'rle lu^nrdes of clay, sand. and 

..::::. :.,:::>.:.:•■■.-. : j: : hi : rlne, f uorine, phosphoric 

-.-. ;■ ^ ..--. .:: 1. Sf. v-r-ich ir.c'.udes the detenrii- 

..: . ■•. . :" ^.::Lr::::r :'.r "echnicil purposes, i^-t 
. : - :; .Lird :."* l s: ::::.:: c- :he substances which 



:\v.._: ......: :cr ^r;.:::s ^.f :::e ::::neral. mix uniforniiy, 

.•.-'. '. -■■■.■ ..: :;:'. V'.'^-_;: ; .:: .::-^-:: 2 ::Tams into the tli>k a 
'■^. 3: , .":.: .:.:.:::::";: :l:c :i:::o:i:"i: of carbon viirxide inih^J 
:. ..:..: oir-..:..: -.:■: :. . S3. Rir.se the solution into a j'ora- 
!.l:"i b.>:::, cv.i; ora:e :o co:n:-le:e dryness, moisten with a 
:'.'.'.- I ::.':..< uf hvdrochlor'.c acil. dissolve in hot water, nlic-r 
l:.r..;Ji a \\\.:^lv.'d niter, wash the residue, and dry it at loc . 
1 1 may con-i.^t of sauil, clay, and separated silicic aciil, anJ 
orLf.mic milter. The proportion of these several substanas 
will \)i\ i-^tiniated hereafter. 

Add a few drops of bromine-w\iter to the filtrate, and then 
\\)))))v>umm rI]loridc and a dv^hi e's.et^s oC ammonia, cover 
the hcukcr, iind iicat it genl\y lot sow\(i VvKi^. 'Wv^ V^<:.^^^\>-- 
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tate contains the oxides of iron, manganese, and aluminium, 
together with the phosphoric acid ; it is thrown on to a filler, 
washed once or twice, re-dissolved in a small quantity of 
hydrochloric acid, again mixed with bromine- water, and re- 
precipitated with ammonia, and again filtered. The Second 
precipitation effects the removal of the small quantities of 
lime and magnesia which are invariably throw^n down with 
the oxides on the first precipitation. The precipitate is well 
washed, dried, and weighed. 

The lime and magnesia in the mixed filtrate are separated . 
as directed on p. ^^. The lime may be estimated volume- 
trically, as described on p. 152, or it may be weighed as 
carbonate or oxide. 

Determination oft/ie Constituents present in small quantity, 
— Dissolve about 50 grams of the mineral in dilute hydro-* 
chloric acid in a porcelain basin, heat the solution gently to 
expel carbon dioxide, and filter through a weighed filter into 
a litre flask, wash the residue thoroughly, dry, and weigh it. 
Dilute the filtrate up to the containing-mark. 

Analysis of the Insoluble Residue. — (a) Weigh out about 
one-fourth of the insoluble matter into a platinum basin, and 
boil it with strong solution of pure sodium carbonate. Filter, 
and determine the silicic acid in solution by acidulation with 
hydrochloric acid, and evaporation to dryneis in a platinum 
basin. 

{b) Weigh out another portion into a platinum crucible 
and fuse with pure sodium and potassium carbonates, extract 
with hot water, acidulate with hydrochloric acid, evaporate 
to dryness, and separate the silica in the usual manner. 
Deduct the amount of the silica soluble in solutions of 
alkaline carbonate (a), 

(c) A third portion of the residue is weighed out into a 
platinum boat and heated m. a current of oxygen *\\\ ^. ccysxv- 
hustjon-tube partly Med with copper oxide, m ox^ei \.Q 
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determine the amount of organic matter (humus). Accord- 
ing to Petzholdt humus contains 58 per cent of carbon. 

(d) Iron pyrites is not an infrequent constituent of lime- 
stones : it is found in the insoluble residue, after treatment 
with dilute hydrochloric acid. To determine its amount the 
remainder of the insoluble residue is heated with nitric acid 
and potassium chlorate, and the proportion of the pptes 
is calculated from the quantity of sulphuric acid obtained 

Analysis of the Solution, — Transfer 500 cc of the liquid 
to a porcelain basin, evaporate to complete dr}'ness, and 
heat the saline mass until fumes of hydrochloric acid are no 
longer visible. Moisten with strong hydrochloric acid, add 
hot water, and filter the solution, wash the residue, and 
weigh it in a platinum crucible. It consists mainly of silica, 
but may contain sulphates of strontium and barium. Call 
it Pp. I. 

To the filtrate add a few drops of nitric acid, boil, add 
ammonia, and again boil until the fluid no longer smells of 
ammonia, filter, wash the precipitate once or twice, dissolve 
it in hydrochloric acid, and precipitate again with ammonia. 
Call it Pp. II. : it contains ferric oxide, alumina, and phosphoric 
acid. The mixed filtrates are received in a flask (which they 
should nearly fill), and mixed with ammonium sulphide. 
The flask is closed and set aside for 24 hours in a warm 
place. I'he i)recipitate consists of manganese sulphide. 
Filter it off and wash it with water containing ammonium 
sulphide. Call it Pp. III. 

Treatment of the Preeipitates /., //., and III. — Pp. 1- 
Moisten the weighed precipitate with pure hydrofluoric acid 
and a drop or two of sulphuric acid, and evaporate to dr}- 
ness. Repeat this operation, and fuse any residue with 
sodium carbonate, digest with hot water, filter, dissolve the 
washed precipitate in hydrochloric acid, and add a drop or 
two of sulphuric acid to the so\uX\oii. Y\\v^x \a\.o ;i. ^\sc5ii^ 
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task (filtrate a), wash the precipitate, and digest it on the filter 
or 12 or 15 hours with solution of ammonium carbonate, the 
ube of the funnel being meanwhile closed by a rod during the 
Hgestion. Open the tube, wash the precipitate with water, and 
areat it with dilute hydrochloric acid (filtrate b\ again wash 
mth water, and weigh the residual barium sulphate. Mix a 
and b, add ammonia and ammonium carbonate ; if a precipi- 
tate forms on standing it consists of strontium carbonate ; it is 
filtered, washed with ammonia water, dried, and weighed. 

Pp. II. Dissolve in hydrochloric acid in a small flask, add 
pure tartaric acid, ammonia, and ammonium sulphide. Close 
the flask, and after standing a few hours, wash the iron sul- 
phide with water containing a few drops of ammonium 
sulphide. Dissolve in hydrochloric acid, add a crystal or 
two of potassium chlorate, boil, and precipitate with ammonia, 
and weigh the ferric oxide. 

To the yellow-coloured filtrate, containing the alumina 

and phosphoric acid, add a small quantity of pure sodium 

carbonate and nitre, evaporate to dryness, and ignite until 

the residue is free from carbon. Digest with water once or 

twice, pour off" the solution into a beaker, and treat the 

residue with warm hydrochloric acid, add the solution to 

that contained in the beaker, filter if necessary, and mix the 

filtrate with ammonia. Filter off" the precipitate and weigh 

it Mix the filtrate with a few drops of magnesia mixture : 

if a precipitate is again formed, it consists of ammonium 

magnesium phosphate : it is washed with ammonia water 

and weighed as magnesium pyrophosphate. In that case 

the first precipitate has the composition AI2P2O8 : if no 

precipitate form, it is probably a mixture of alumina and 

aluminium phosphate. It is redissolved in a small quantity 

of hydrochloric acid and mixed with molybdic acid solution, 

and treated as directed under Iron Ores — Estimation of 

Phosphorus. 

Pp. III. consists almost entirely of maxi^aive?^^ ?»\i\^\^'^» 
It is treated with moderately dilute acetic ac\d, axv^xJcv'^^^^^- 

N 
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• Determination of Chlorine, — Chlorides are occasionally 
present in dolomites and limestones : the amount of chlorine 
in them may be determined by dissolving a quantity of the 
mineral in dilute nitric acid, filtering, and adding a few drops 
of silver nitrate to the filtrate, and treating the silver chloride 
as directed in No. II. p. 8i% 

Determination of Fluorine, — A large quantity of the 
mineral is dissolved in acetic acid, the solution is evaporated 
to dryness, and heated to expel the excess of acetic acid. 
The mass is repeatedly treated with water, the residue is 
weighed, and a portion is tested for fluorine. If this substance 
is found in estimable quantity, fuse the remainder of the 
insoluble residue with sodium carbonate, boil with water, 
filter, and wash with boiling water and solution of ammonium 
carbonate. Heat the filtrate, which contains all the fluorine, 
with an additional quantity of ammonium carbonate, and after 
some time filter ofl" the precipitated silica and alumina. Boil 
the filtrate until the ammonium carbonate is completely ex- 
pelled, and add a few drops of calcium chloride solution ; if 
any precipitate of calcium fluoride forms, filter it off, wash 
thoroughly with hot water, dry, ignite, and weigh. To ensure 
the absence of calcium carbonate in the weighed precipitate, 
digest it with dilute acetic acid, allow the precipitate to 
subside, pass the liquid through a small filter, wash by 
decantatibn, dry the precipitate and filter, bum the latter, 
add the ash, and again weigh. 

Determination of Water retained in the Mineral after heating 
to 100°. — This is effected in the apparatus seen in fig. 53. 
The weighed quantity of the mineral (about 3 grams) is 
heated in the bulb, made of difficultly-fusible glass, in a 
stream of aspirated air, dried by passing through the first 
calcium-chloride tube ; the water evolved is absorbed in the 
second weighed tube, which also contains calcium chloride. 
The increase in i^e wQi^t of this tube at ftie lextOLVT^ivcfsx <^l 

N 2 
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the expenment gives the amount of moisture present in the 
mineral. The little flask contains strong sulphuric acid ; it 
serves to indicate the rate of the current of air, and prevents 
the possibility of moisture diffusing into the weighed calcium- 
chloride tube. 

Cement-stone, as the material used in the manufacture 
of hydraulic mortar is termed, is an impure limestone con- 
taining a considerable quantity of ferrous carbonate, alumina, 

Fig. S3 




and silica. Hydraulic mortar owes its property of harden- 
ing under water to the gradual formation of hydrated sili- 
cates of lime and alumina, which are very dense and insolu- 
ble in water. 

IV. Clays. 

Clay is a hydrated aluminium silicate, derived from the 
decomposition of felspar. T\\e pxiiei N2ct\^\,\^"=» ^se perfectly 
JvJiite^ and contain but small quaIiUX\^^oi\\ICL^,xsi^v^^'^^a^ 
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oxide of iron. The red colour of the common brick-clay 
after burning is due to the ferric oxide which it contains. 
The different clays used in the arts may be classed under 
the heads of slate clay, common clay, fire-clay, plastic clay, 
and kaolin. These varieties have essentially the same quali- 
tative composition ; their different properties are mainly 
due to the relative amounts of the admixed substances. 
Pure clay is nearly infusible ; but if mixed with a sufficient 
amount of iron and lime, it may be more or less readily 
melted, especially if free silica be present. The ease with 
which it may be fused depends upon the proportion of these 
admixtures. The following analyses will serve to indicate 
the composition of ordinary fire-clays : — 

No. I, Best STOURBRmcE Clay. No. 2, Inferior Fire-clay, 
Faulty Glass Pot. No. 3, Brick Clay of average quality. 



Silica 
Alumina 
Ferrous Oxide 
Lime 


. 73''82 
. 15-88 
. 2-95 
. trace 


Fe^Oa 


2. 
69*91 

17-44 
289 

3 -08 


Fe.,03 


3. 

49*44 
34*26 

7*74 
1-48 


Magnesia 
Alkalies . 


. trace 
. 0-90 




4-47 

2-21 




5*14 


Water . 


. 6-45 
100 00 








1*94 




loo-oo 


100 -oo 



The silica in clay exists partly as sand, partly as hydrate, 
and partly in combination with bases ; the amount of free 
hydrated silica seldom exceeds i per cent The sand may 
vary from 1 5 to 60 per cent 

The porcelain earth, or kaolin of the Chinese, is almost 
pure hydrated silicate of aluminium, containing undecom- 
posed felspar and free silica. It has been formed from 
orthoclase by the gradual abstraction of the whole of the 
alkalies, and of about f of the silica. When freed from felspar 
and admixed silica, its average composition is Al2032Si02 + 
2H2O, but varieties of kaolin are frequently found in which 
the relation of alumina to silica is very different 
• For many oi its applications., it is importanX. Xo Vt^qtw ^<i 
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relative proportions of coarse and fine sand present in the 
sample, in addition to the true clay. The chemical exami- 
nation, is, therefore, usually preceded by a mechanical 
analysis. 

A. Mechanical Analysis, 

This may be effected with sufficient accuracy by elutria- 
tion. The powdered clay is agitated in a stream of water ; 
the coarse particles subside, the finer particles are carried 
away by the current, and are received in a large beaker, or 
other suitable vessel, where they are allowed to settle. Of 
the several forms of apparatus proposed for this purpose, the 
simplest is that devised by Schulze. To a tall and nanrow 
glass (one of the old forms of champagne glass does very 
well) about 20 centimetres deep, and 7 centimetres in dia- 
meter at the mouth, is fastened a brass rim, about 2 centi- 
metres broad, carrying a short tube inclined downwards. 
A slow stream of water is allowed to pass into the glass, 
through a funnel-tube about 40 centimetres long, and 
7 millimetres in diameter ; the bulb of the funnel should be 
about 5 centimetres in diameter, and its end should be 
drawn out until the opening is only i-| millimetre in 
diameter. Triturate 30 or 40 grams of the air-dried clay in 
a mortar, transfer it to a porcelain dish, and boil it with 
about 70 CO. of water for thirty minutes. Repeatedly cnish 
the sedimentary matter with a pestle, and agitate tlie liquid 
so as to disintegrate the clay completely. Allow to cool, 
and transfer the contents of the dish to the narrow glass ; 
suspend the tube-funnel within the glass, so that its end is 
about 2 or 3 millimetres from the bottom, and so regulate 
the stream of water that the funnel is kept constantly half- 
filled with water. The finer particles are stirred up, and are 
carried away in the current of water, through the lateral 
tube, into the beaker placed to receive it j the coarse sand 
remains in the elutriating glass. The flow of the water is 
arrested when it runs away iiear\7 e\^ai,^.x^^>^^\\v^\^'^NJJl 
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in the glass is decanted into the beaker. The coarse sand 
is washed out into a porcelain crucible, dried, ignited, and 
weighed. 

In about sue hours the liquid in the beaker will be nearly 
clear ; the whole of the fine sand will certainly have been 
dep>osited by that time. The supernatant liquid is poured 
away : the deposit is rinsed back into the narrow glass, and 
the process of elutriation is repeated. The flow of the water is 
so regulated that its level in the funnel-tube is about 3 centi- 
metres higher than that in the glass ; in about four hours the 
whole of the clay proper will have been carried away through 
the discharge-pipe. The residual fine sand is then rinsed into 
a weighed porcelain crucible, dried, ignited, and weighed. 

The water in the air- dried sample is determined by igni- 
ting a second portion for some time ; the amount of the clay 
prooer is determined by difference. 

B. Chemical Analysis, 

The air-dried clay is powdered as finely as possible, a 
portion is weighed out into a large porcelain crucible, and 
heated in the steam-chamber for several days. The moisture 
is calculated from the loss. 

About 2 grams of the dried powder are then heated in a 
platinum dish with excess of moderately-concentrated sul- 
phuric acid for about 8 or 10 hours, and the mass is 
evaporated to dryness to expel the acid. When cold, the 
residue is boiled with water, the solution is filtered, and the 
insoluble matter, consisting of the silica originally existing in 
union with the bases in the clay, and also of the small 
quantity of free silica, together with the sand, is washed, 
dried, and weighed. It is then repeatedly boiled with solu- 
tion of sodium carbonate in the platinum dish, the liquid 
filtered, and the residual sand washed with hot water, next 
with water slightly acidified with hydrochloric acid, and 
finally with jmre water. It is then dried awd 'we\^^d» ^'^'^ 
weight, subtracted from the total weight oi \iv^ xe^v^vj^^ \^'^'^ 
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after treatment with sulphuric acid, gives the amount of true 
silicic acid. 

The quantity of uncombined silicic acid in the clay may 
be determined by boiling a weighed quantity of the sample 
dried at 100° with a strong solution of sodium carbonate, 
filtering the liquid, and evaporating to dryness with excess 
of hydrochloric acid. The separated silicic acid is washed, 
dried, and weighed. Titanium dioxide is not an infrequent 
constituent of clays. It may be detected in the residue after 
treatment with sulphuric acid : an aliquot portion is heated 
with hydrofluoric and sulphuric acids, whereby the greater 
portion of the silica is volatilised : the residue is fused with 
acid sulphate of potassium. Dissolve in cold water, filter if 
necessary, and boil. The titanium dioxide is reprecipitated: 
it is to be washed, dried, and weighed. To the filtrate 
obtained after treatment with sulphuric acid, and containing 
the bases, add a slight excess of lead nitrate solution, and 
allow the turbid liquid to stand for a few hours. Filter, 
wash the lead sulphate, adding the washings to the filtrate, 
and pass sulphuretted hydrogen through the liquid to remove 
the excess of lead, again filter, and evaporate the solution to 
dryness. The alumina, iron, lime, magnesia, and alkalies 
are obtained as nitrates. Heat gradually to about 250° until 
no more fumes of nitric acid are evolved. The residue 
consists of alumina and ferric oxide, calcium, magnesium, 
and alkaline nitrates. Moisten the residue with a concen- 
trated solution of ammonium nitrate, and heat on the water- 
bath until no further evolution of ammonia is perceived. 
Add hot water, filter, wash the alumina and ferric oxide, 
dry, ignite, and weigh. Transfer the weighed oxides to a 
porcelain boat, and heat in a stream of dry hydrogen or coal- 
gas for half an hour. Treat the mixture of alumina and 
reduced iron with very dilute nitric acid (i pt. acid to 40 of 
water), warm, filter, and precii)itate the ferric oxide by 
ammonia, wash, dry, and we\^\\ \\.. TVvt vcvmuce may also 
be heated with dilute sulphunc add, ^\\.^T^d, x^dw^^^ ^ans. 
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a small piece of zinc, and titrated with a weak solution 
of potassium pennanganate. Deduct the weight of ferric 
oxide from that of the mixed oxides : the difference gives 
the quantity of alumina. 

To the filtrate containing the nitrates add ammonium 
oxalate and weigh the precipitate as caustic lime. Evaporate 
the filtrate to dryness, ignite to expel the ammonium salts, 
add excess of oxalic acid (sufficient to convert all the bases 
present, considered as potash, into quadroxalates), treat with 
a small quantity of water, and again evaporate to dryness. 
Ignite gently : the magnesium oxalate is converted into 
magnesia, and the alkaline oxalates into carbonates. Treat 
repeatedly with small quantities of water, filter, dry, and weigh 
the magnesia. 

Add a few drops of hydrochloric acid to the filtrate, 
evaporate to dryness, ignite gently, and weigh the alkaline 
chlorides. The potash and soda may be separated by platinum 
tetrachloride (see p. 84), or their proportion may be deter- 
mined by a dilute standard silver solution in the manner 
described on p. 127. 

The magnesia may also be precipitated by sodium phos- 
phate, and the alkalies determined in a separate portion by 
ignition with calcium carbonate and ammonium chloride 
(see Glass, p. 99). 

Assay of Manganese Ores (Pyrolusite, 

Braunite, &c.). 

Of the many methods which have been proposed for the 
valuation of these substances, those of Bunsen and of 
Fresenius and Will are on the whole the most accurate 
and convenient As the value of the oxide depends upon 
the amount of chlorine which it yields on heating with 
hydrochloric acid, the method of Bunsen is perhaps the 
more generally applicable, since it directly determines the 
amount of chlorine thus evolved. It has l\ve adN^ivVa^^ \a'2> 
of being rapidly carried out, and is theiefox^ ^^ ^^^:^\R.^ 
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to the requirements of manufacturing establishments. AVhen 
manganese dioxide is brought into contact with hydrochloric 
acid, the following reaction occurs : 

Mn02 + 4HCI == MnCli + Q^ + 2H2O. 

70*92 parts of chlorine or 2537 parts of iodine are equi\'a- 
lent to 86*04 parts of manganese dioxide (Mn = 54*04, 
Schneider). If the chlorine be led into a solution of 
potassium iodide, an equivalent quantity of iodine is libe- 
rated ; this may be determined by the method given on p. 164. 

Weigh out 0*5 gram of the finely-powdered ore into the 
little bulb a (fig. 50), add hydrochloric acid, and drive over the 
chlorine into the U-tube, in which you have previously 
placed 25 cubic centimetres of the strong solution of potas- 
sium iodide. 

The remainder of the operation is conducted as described 
on p. 163. 

V. Gravimetrical Method of Fresenius atid WilL 

This i)rocess depends upon the action of manganese 
dioxide on oxalic acid, in presence of sulphuric acid ; when 
these substances are brought together, the manganese dioxide 
parts with an atom of its oxygen to the oxalic acid, which is 
therel)y completely converted into carbon dioxide and water, 
and the manganese protoxide combines with sulphuric acid 
to form manganous sulphate ; thus : — 

MnO, + C202(OH)2 -f H2SO4 = MnS04 + 2CO2 + 2H:0. 

88 parts of carbon dioxide evolved, correspond therefore to 
86*04 parts of manganese dioxide. 

The decomposition may be effected in the apparatus 
represented in fig. 31. From 2 to 4 grams of the finely- 
powdered ore, according to its supposed richness, are 
weighed out into the flask A, and covered with dilute sul- 
phuric acid. A strong solution of oxalic acid is then allowed 
to flow from the bulb-tube, and x\ve ^\<i\\^<i c^ccbonic acid 
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Fig. 54. 



collected in the weighed soda-lime tube c. It is advisable to 
place a weighed jjotash-apparatus (Geissler's form is the 
most convenient) before the U-tube. 

Certain ores of manganese contain considerable quantities 
of earthy carbonates ; on treatment with an acid their car- 
bonic acid is of course liberated, and thus tends to in- 
crease the apparent value of the sample. By means of 
the apparatus above mentioned, this amount of carbonic 
acid may be readily determined ; it is only necessary to 
re-weigh the absorption tubes before the addition of the 
oxalic acid. Of course, the precaution must be taken to 
aspirate air through the appa- 
ratus before disconnecting 
the several parts. 

The original apparatus de- 
vised by Fresenius and Will 
is represented in fig. 54. It 
consists of two flasks, a and b^ 
connected together by a thin 
glass tube d^ one end of which 
terminates just below the 
cork of ^, the other ends a 
few millimetres above the 
bottom of b. The thin tube c passes down to the bottom 
of a \ the short tube e ends just below the cork of b. The 
two flasks are of about 100 cubic centimetres capacity ; they 
are made of thin glass, so as to weigh as little as possible. 
Weigh out into a from 3 to 5 grams of the powdered 
sample, add from 5 to 6 grams of sodium oxalate, and half 
fill b with strong sulphuric acid. Weigh the entire apparatus. 
Place a short piece of caoutchouc tubing over r, and close 
it by a glass rod, slip a longer piece of caoutchouc tubing 
over <?, and aspirate two or three bubbles of air from a 
through the sulphuric acid. On discontinuing the suction, 
the acid rises in the tube ; if the column lercvam^ ^\.a.V\OTsa3:^^ 
the apparatus is air- light Now aspiiate rcioi^ sax ixoxcv.a^ 
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so as to cause a small quantity of sulphuric acid to pass 
over from b. Carbonic acid is immediately evolved, and is 
dried by passing through the sulphuric acid in b. When the 
evolution of gas begins to slacken, draw over in the same 
manner fresh quantities of the acid. The complete decom- 
position of the ore requires from five to ten minutes ; the ter- 
mination of the reaction is indicated by the appearance of 
the residue in ^, which will no longer be black, and also from 
the non-evolution of carbonic acid when a fresh quantity of 
sulphuric acid flows over into a. Remove the glass stopper 
from r, and aspirate a slew current of air, dried by sulphuric 
acid, through the apparatus for five minutes. When the 
flask is cold, remove the caoutchouc tubing, re-weigh, again 
aspirate dry air through it, and again weigh. The two 
weighings ought to agree. The loss of weight indicates the 
amount of carbon dioxide evolved by the action of the man- 
ganese dioxide upon the oxalic acid. 

In the case of ores containing carbonates, treat the 
weighed portion in a with a little water, add two or three 
drops of dilute sulphuric acid, and heat on the water-bath. 
In about ten or fifteen minutes test the hquid with a slip of 
blue litmus paper ; if it is not acid, add a few more drops 
of dilute sulphuric acid, and continue the heating. When 
the carbonates are completely decomposed, neutralise ^^nth 
caustic soda, free from carbonic acid, allow the liquid to 
cool, add the sodium oxalate, connect the flasks together, 
and proceed as above. 

With proper care this method gives very concordant 
Fig. 54A. rcsults ; tvvo aualyscs should not differ by 
more than 0*25 per cent. 

The great weight of the apparatus, and the 
surface it exposes, are its chief disadvantigf''^- 
To obviate these sources of error, various 
modified forms of it have been devised ; one 
of the most convenient of these is seen in 

fig. S4A. 




ManganiSe Op^s. 189 

TT. Volumetric Determination by means of Iron and 
Potassium Permanganate Solution, 

About I '5 to 2 grams of iron wire, perfectly free from 
rust, are accurately weighed out, and dissolved in 100 c.c. of 
dilute sulphuric acid ( i of acid to 4 of water), in the appa- 
ratus represented in fig. 48, p. 149. About the same 
weight of the finely-powdered ore to be tested is added to 
the solution of iron, and the liquid is heated gently, until 
the whole of the manganese is dissolved. The solution is 
boiled, the water allowed to recede (see p. 148), and the 
contents of the flask made up to 250 c.c. When cold the 
amount of residual ferrous sulphate is determined by per- 
manganate solution : 

2FeS04 i- MnOz + 2H2SO4 = Fe2(S04)3 + 

MnS04 + 2H2O. 

112 parts of iron correspond to 86*04 of manganese dioxide. 
Example, — Weighed out 1*562 grams of iron wire. 
1*562 X *996 = 1*556 pure iron. Dissolved in the 
requisite quantity of dilute sulphuric acid, and added 1*285 
gram of manganese dioxide. When cold, the solution 
required 20*2 c.c. of permanganate solution; i c.c. perman- 
ganate = 0*01096 Fe. Accordingly, 20*2 x 001096 =^ 
0*2215 ■^^* 1*556 — 0*2215 = 1*3345 gram of iron has 
been oxidised by the manganese dioxide. 

112 : 86*04 f. 1*3345 \ ^' ^ — 1*025 
and 1*285 • 1*025 •• ^00 : 79*80. 

The ore, therefore, contained 79*80 per cent, of manga- 
nese dioxide. 

VII. Volumetric Determination by means of Oxalic Acid 
and Potassium Permanganate, 

Since the amount of oxalic acid in solution can be readily 
determined by means of potassium permanganate (see p. 151 ), 
Uie reaction between the manganic oxide, oxaX\c ^.dd, -axA 
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sulphuric acid may be made the basis of a volumetiic 
method. It is merely necessary to heat the finely-powdered 
01 c with an excess of oxalic add, and on the completion of die 
decomposition to determine the amount remaining in die 
liquid by means of standard potassium permanganate solutioo. 
About 2 grams of the ore are weighed out into a flask, and 
gently heated \i'iih 50 cubic centimetres of normal oxalic add 
solution, and 5 or 6 cubic centimetres of strong sulphuric add : 
when the decomposition is at an end (which may be known 
by the absence of any black grains in the sediment), die 
solution is filtered into a :J'-litre flask, the sediment and filter 
washed, and the liquid diluted to 250 cubic centimetres. 
After shaking, 100 cubic centimetres of the liquid are intro- 
duced into a beaker, and the solution titrated by potassium 
permanganate (see p. 151). The determination is repeated 
with a second portion of 100 cubic centimetres. The mean of 
the two results multiplied by 2*5 gives the amount of residual 
oxalic acid, and this, subtracted from the amount originally 
taken, shows the quantity of acid decomposed by the man- 
ganese. From the equation 

MnO. + C202(OH)2 = 2CO2 + MnO + H2O 

it is seen that 90 parts of oxalic acid correspond to 86*04 of 
manganese dioxide. 

Many samples of manganese ore contain more or less 
ferrous oxide, which becomes oxidised at the expense of a 
portion of the chlorine evolved on treating the mixture with 
hydrochloric acid. The method of Fresenius and Will, and 
the volumetric modification above described, are therefore apt 
i;o assign too high a value to the manganese, the quality of 
which, as we have already remarked, depends solely upon 
the quantity of available chlorine which it can liberate. 

VIII. Determination of Moisture in Manganese Ores, 

AW manganese ores contain \ana\A^ ^iTcvQMTvts of moisture, 
the exact determination of w\i\c\v \^ ^. ^ovdx q\ ^^^ 
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importance. By repeated experiments it has been found that 
a temperature of 120° maintained for about an hour and 
a half is sufficient to expel the whole of the hygro- 
scopic moisture, without eliminating any of the true water of 
hydration. A few grams of the powdered oxide are intro- 
duced into the weighed tube, fig. 29, and heated to izo" 
for about an hour and a half The loss of weight gives the 
amount of moisture. If it is preferred to dry the sample at 
100° the heat must be maintaioed for at least six hours 
before a constant weight will be obtained. 

The dried and finely-powdered oxide is exceedingly hy- 
groscopic, and if the sample is dried before being analysed 
there is great risk that in the operations of weighing the 
portion will take up fresh quantities of moisture. It is 
better to keep the powdered sample undried, in a weli- 
corked test-tube, and to weigh out portions for the deter- 
mination of the oxide and water at the same time, and to 
conduct the two operations simultaneously. The percentage 
amount of oxide in the sample when dried may be after- 
wards readily calculated. 

IX. Determination of the Amount of Hydrochloric Add 
required to decompose Manganese Ore. 

Two samples of manganese ore may show on analysis tJie 
same amount of available dioxide — that is, may liberate the 
same amoimt of free chlorine and yet require very different 
amounts of hydrochloric arid to effect their complete de- 
composition. The elimination of a given quantity of chlorine 
by means of hausmannite, for example, requires the expendi- 
ture of twice the amount of hydrochloric acid needed to 
yield the same quantity from the binoxide : 

Mn304 -I- 8HCI = 3MnCU -(- Clz -I- A\i^O. 
MnOj -I- 4HCI = MnCI, -f- Cli + 3H.O. 

Moreover, since most ores of manganese contain carbonates, 
and gangue, decomposable by hydrochloric ac\d, \t \s alwa-^'i 



\ 






192 Quantitative Otetnical A nalysis. 

nece ,sary to employ a larger'quantity of acid than corresponds 
to the amount of available binoxide found. Accordingly it 
is often required to determine exactly the quantity of acid 
needed to effect the complete decomposition of the ore. 

Dissolve a quantity of recrystallised copper sulphate in 
warm water, and carefully add solution of ammonia, with 
constant stirring, until the bluish-green precipitate is very 
nearly dissolved. If the exact point is overstepped, add a 
little more solution of copper sulphate until the precipitate 
just reappears. Filter the solution, and determine its ^-alue 
by withdrawing lo cubic centimetres, and adding standard 
sulphuric acid until the liquid remains permanently turbid. 
Now weigh off about i gram of the powdered manganese 
ore into a small flask j&tted with a cork, in which is fixed 
an obtusely bent tube about 3 feet in length, and add to it 
10 cubic centin\etres of moderately-concentrated hydrochloric 
acid (sp. gr. I'l), and heat gently; the bent tube is to , 
be so arranged that the condensed water flows back I 
into the flask. Whilst the liquid is heating, measure off a 
second quantity of 10 cubic centimetres of the acid, run it 
into a beaker, and add the standardised ammonio-coppcr 
solution, with constant stirring, until the liquid is just 
rendered turbid. Heat the contents of the flask more 
strongly for a fev/ minutes to expel the chlorine; let the 
ilask cool, add a quantity of cold water to it, throw the solu- 
tion on to a filter, wash, and again titrate \\'ith the copper 
solution. The difference expresses the amount of hydro- 
chloric acid required to decompose the ore. As the amount 
of chlorine evolved is known from a determination made by 
one of the preceding methods, the quantity remaining in com- 
bination as manganous chloride, &c., is readily calculated. 
This method, although not absolutely exact, affords results d 
sufficient accuracy for technical purposes. The ordinary acidi- 
metric methods are here inapplicable, since the manganou> 
chloride possesses an acid reaction which interferes with the 
process. This solution (known as Kieffer^s) is frequently oi 
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service in testing liquors containing free acid or salts 
which redden litmus ; in determining, for example, the 
amount of free acid in liquids from galvanic batteries, 
&C. It may be also used in determining the strength of 
vinegars, as the brown colour of the solution in no way 
interferes with the completion of the reaction. It is neces- 
sary from time to time to redetermine the strength of the 
solution by standard acid, as it experiences slight alteration 
on keeping. 

X. Bleaching Powder. 

Bleaching powder or chloride of lime is formed by the 
action of chlorine upon calcium hydrate. The relation of 
its constituents in the freshly-prepared substance is repre- 
sented by the formula Ca3H606.Cl4. When allowed to stand 
in contact with air and light, chloride of lime suffers 
decomposition, and, after treatment with water, the calcium 
chloride is found to have increased in quantity, whilst the 
hypochlorite has suffered a corresponding diminution. 
When exposed to moist air containing carbonic acid, 
bleaching powder is decomposed, hypochlorous acid is 
evolved, and calcium carbonate formed. When, there- 
fore, chloride of lime is used as a disinfectant, the active 
agent in ordinary circumstances is hypochlorous acid, and 
not free chlorine, as formerly supposed. At a moderate 
temperature (50°) dry chloride of lime is converted into cal- 
cium chlorate, and the mass becomes pasty from the 
separation of water : 

3Ca3H606Cl4 = sCaCU + Ca(C103)2 + sCaH^Oi + 6H2O. 

This change goes on at a diminished rate even in direct 
sunlight. Chloride of lime is decomposed by water, calcium 
hydrate separates out, and calcium chloride and hypo- 
chlorite pass into solution : 

C:a3H606Cl4 = CaH^Oz + CaCU + Ca(C10)2 + 2H2O. 
It is highly probable that the hypochlorite thus formed 
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is only produced by the action of the water, and does not 
exist pre-formed in the bleaching powder. 

Since the value of the commercial article depends entixelf 
upon the amount of h3rpochlorous add which it can produce^ 
and since the circumstances of heat, moisture, air, and li^ 
exercise such an important influence upon the proper pio- 
duction and stability of the bleaching powder, it is evident 
that, as manufactured and stored, it must vary vexy consider- 
ably in quality. The most concentrated preparation whidi 
can be obtained by saturating calcium hydrate with chlorine, 
contains about 38*5 per cent of available' chlorine, but the 
great bulk of the substance found in commerce rarely contains 
more than from 32 to 37 per cent, of which i or 2 percent 
is without bleaching power, being present in the form of cal- 
cium chlorate. In badly-made bleaching powder the amount 
of chlorate present is occasionally equal to 8 or 10 per cent 
of available chlorine — ^nearly one-foiuth of the amount 
which ought to be contained in the product Many 
methods have been proposed to estimate the available 
chlorine present in bleaching powder, the majority being 
based on the oxidising effect of the hypochlorites, but a 
great number are inaccurate, in that they do not take cogni- 
sance of the presence of this admixed chlorate, which, under 
the circumstances of the valuation-processes, reacts like 
chlorine, although it has no bleaching effect 

The best and most convenient chlorimetrical methods 
hitherto proposed are those of Penot and Bunsen. 

Fenofs Method, — This process is based upon the conversion 
of an alkaline arsenite, by the chloride of lime solution, into 
an arseniate : 

AS2O3 + Ca(C10)2 = AS2O5 -f CaCU. 

The final point of the reaction is determined by means of 
potassium iodide and starch ; so long as any hypochlorite 
remains undecomposed, a drop of the solution brought into 
contact with potassium iodide and slaicYv ie\\^^T^ ^^XTNCiA^»^ 
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blue. This mixture of iodide and starch is conveniently 
employed in the form of test-papers. 3 grams of arrowroot, 
jpotato, or wheat starch axe rubbed into a thin cream with 
50 or 60 cubic centimetres of warm water. Pour the mixture 
into about 200 cubic centimetres of water, and heat the 
liquid, with constant stirring, until it boils ; now add i gram 
of potassium iodide and i gram of pure carbonate of soda 
dissolved in a little water, and dilute the mixture to 500 cubic 
centimetres. Moisten a number of strips of Swedish filter- 
paper, or other unsized paper of good quality, with the 
solution, and when dry, preserve them in a wide-mouthed 
stoppered bottle. To prepare the arsenious acid solution, 
powder a quantity of the purest sublimed arsenious acid (free 
from arsenic sulphide), and weigh off exactly 4*95 grams into 
a litre flask, add about 25 grams of recrystallised sodium car- 
bonate (free from sodium sulphide, sulphite, or thiosulphate) 
and 200 cubic centimetres of water. Boil the solution gently, 
and shake it continually until the arsenious acid is dissolved: 
when the solution is cold dilute it exactly to one litre. This 
constitutes a deci-normal solution of arsenious acid : the 
equivalent of AS2O3 is 1 98. i eq. can take up 2 atoms of oxygen 
to form AS2O5, or is equivalent to 4 of CI. Since it is diffi- 
cult to weigh out exactly the required quantity of arsenious 
acid, it is preferable to take a round number, about 5 grams, 
and dilute proportionally. 

Example, — 5*013 grams were weighed out into the litre 
flask, 25 grams of sodium carbonate and 200 cubic centi- 
metres of water added : after complete solution and cooling 
the liquid was diluted to i litre, and 127 cubic centimetres 
of water were added by means of a burette \ since 

4*95 : 1000 :: 5-013 : 10127. 

The solution in the flask is well shaken, and decanted off 
into a number of small well-stoppered bottles : this precaution 
diminishes the liability oi the solution to cVvaT^^"& otv^^osvw^ 
to the air. If the solution is perfectly iie^ Itoxcl ^q>^\>mxi 

o 2 



196 Quantitative OumUal Analysis. 

thiosulphate, or sulphite, sodium or arsenic sulphides, lliae 
is bx less chance of it suffering alteratioiL* 

The sample of bleaching powder to be tested is vdl 
mixed, and about 10 grams are weighed out into a poicdain 
mortar ; 50 or 60 cubic centimetres of water are added, and 
the mixture is rubbed to a thin cream ; it is aUowed to setde 
for a few minutes, and the supernatant liquid (which is still 
turbid) poured into a htre flask. The sediment in the mortar 
is triturated with fresh water, and the operation is repeated 
until the whole of the chloride of lime has been brou{^ 
into the litre flask. Fill up to the maik, and shake. Have 
the burette ready filled to the zero mark, withdraw 50 cubic 
centimetres of the turbid solution, run it into a beaker, and 
add the arsenious acid solution, with constant stirring, until 
a drop from the beaker, taken out on a glass rod, and brou^t 
into contact with a strip of the iodised paper moistened 
with water on a white plate, no longer gives a blue stain. 
There is no difficulty in hitting the final point ; the graduaUy 
increasing faintness in the blue colour of the drops indicates 
with great accuracy the progress of the reaction. In making 
a second determination, care must be taken to shake the 
contents of the litre flask before withdraN^ing the solution; 
if this precaution be neglected, the second determination 
will give a much lower result — a difference of 2 or 3 cubic 
centimetres being not unfrequently obtained in testing the 
clear and the turbid liquids. 

Exiunple. — 10*99 grams of bleaching powder were treated 
as directed, and diluted to i litre. 50 cubic centimetres of 

* When a great number of chlorimetrical estimations have to 1< 
made it will be found convenient to modify the above method in the 
following manner: — The weighed quantity of arsenious acid is dissolved 
by a gentle heat in 10 or 15 c.c. of glycerine^ and diluted with water to 
I litre. The weighed sample of bleaching powder is treated with 
water as directed, and a portion of the Uirbid solution poured into a 
burette. 25 c.c. of the standard arsenious acid solution are deliveretl 
into a flask, mixed with I cubic centimetre of indigo solution, and the 
hhaching pr>vrcler solution added, mVYv coivsVaxiV. %\«:iR:\Yv^, >mM\1 the blue 
colour is discharged. 
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the turbid solution required 47*3 cubic centimetres of the 
arsenious acid solution to complete the reaction. Since 
I cubic centimetre of this solution is equivalent to 0*003546 
of chlorine, this would correspond to 47*3 x 0*003546 = 
0*1677 gram in the 50 cubic centimetres of solution. But the 
50 cubic centimetres contain 0*5495 gram of the bleaching 

powder ; hence the substance contains —jl = 

^ . o'5495 

30*52 per cent of chlorine. 

The amount of calcium chloride present in a sample of 

bleaching powder may be determined by first estimating the 

hypochlorite in the manner above described, and then 

adding to a second portion of 50 cubic centimetres a slight 

excess of ammonia, and warming. The hypochlorite is thus 

converted into the chloride, with the formation of water and 

nitrogen : 

3Ca(C10)2 + 4NH3 = 3CaCl2 + 6H,0 + 4N. 

The chlorine is then determined in the solution, after 
boiling, and cautiously neutralising with nitric acid, by 
means of standard silver solution. In normal bleaching 
powder the amount of available chlorine will be equivalent 
to that existing as calcium chloride. To determine the 
amount of chlorate present, a third portion is heated with 
anmionia, strongly acidified with pure sulphuric acid, and 
digested with metallic zinc. In a few hours the nascent 
hydrogen will have completely reduced the chloric acid to 
the state of hydrochloric acid, and on again precipitating 
the chlorine, the increased amount over the second determi- 
nation shows the quantity existing as chlorate. 

Another method of estimating the total chlorine present 
in bleaching powder, is to boil the turbid solution with a 
solution of ferrous sulphate and potash, whereby the hypo- 
chlorous and chloric acids are reduced to hydrochloric acid : 



HCIO 



+ HClOs -f 8FeO = I'^QX -V ^^^xO,, 
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The solution is filtered, acidified with nitnc acid, and Ae 
chlorine precipitated with silver nitrate. 

In some parts of the Continent, particularly in France, it 
is customary to represent the amount of available chlorine, 
not in percentages, but in chlorimetrical degrees, represent- 
ing the number of litres of chlorine at 0°, and 760 milli- 
metres which I kilo, of the sample should peld. Thus, if a 
sample is reported to be of 100°, it means that i kilo, of it 
would yield 100 litres of chlorine, measured at the standard 
temperature and pressure. Since a litre of chlorine weighs 
3*177 grams, this sample would contain in a kilo. 3177 
grams, or 3177 per cent. Conversely it is easy to see that 
3177 per cent, would be equal to 100°, since 3177 per 

cent, is equal to -5177 per mille, and ^-'-^ = 100°. 

3177 

Biinsen's Method {Modified.) — ^V^^ithdraw 20 cubic centi- 
metres of the turbid solution, made in the manner above 
described, and place it in a beaker, add about 15 cubic 
centimetres of potassium iodide solution, acidify with hydro- 
cliloric acid, and determine the iodine liberated according 
to the method given on p. 157. The amount of available 
chlorine in the sample is thus measured by the quantit}^ of 
iodine which it can set free. 

XI. Elack-Ash ; Soda-Ash ; Vat-Waste. 

Black -ash is the product obtained by heating the mixture 
of sodium sulphate (salt-cake), calcium carbonate, and small 
coal or slack in a reverberatory furnace, in the manufacture 
of soda by Leblanc's process. It consists essentially of a 
mixture of carbonate and caustic soda with sulphide and 
carbonate of calcium. In addition it contains small quantities 
of sodium sulphite, thiosulphate (hyposulphite), sulphide, and 
undecomposed sulphate and chloride, together with alumina, 
ferrous sulphide, sand, and unbumt carbon; to the last-named 
substance is mainlydue the characteristic colour of the product. 

On lixiviating the fused mass with tepid water, the greater 
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rtion of the sodium compounds pass into solution, and on 
iporating the clear liquid crude soda-ash is obtained. The 
►oluble matter remaining in the lixiviating tanks, and con- 
ting mainly of calcium sulphide and carbonate, is termed 
ik- or vat-waste. 

The difference in composition of these various products is 
:11 seen in the following analyses : — 
I. Black-Ash— German make (analysed by Fresenius). 





Sodium carbonate 


- 31-982 




Sodium hydrate 


. 6'i04 




Sodium silicate . 


. I '019 


Soluble in water ■* 


Sodium aluminate 


. I 080 




Sodium sulphide 


. 0-133 




Sodium sulphite 


. o*2i6 


^ Sodium chloride 


. 0288 


(■ Calcium sulphide * 


. 32-342 




Calcium carbonate 


. 10-234 




Lime 


. 8-900 




Ferrous sulphide 


. 0-916 


Insoluble In water i 


Silica 


• 0-377 




Alumina . 


. 0-671 




Soda 


. 0-641 




Carbon 


. 3-528 




^Sand 


. I -417 



40-822 



59-026 

99-848 

II. Refined Soda-Ash— Glasgow (analysed by Brown). 
Sodium carbonate . • . . . . 80*92 



Sodium hydrate 



392 



Sodium silicate 1-32 

Sodium aluminate . . . . . .1-01 

Sodium -sulphate - • - • . '7*43 

Sodium sulphite . . . . . . I -i i 

Sodium thiosulphate trace 

Sodium sulphide - . . . . .0-23 

Sodium chloride • . . . . .3-14 

Insoluble matter • . . - . .0-77 

99-85 

The combination of lime and sulphur in the portion insoluble in 
er has been rearranged in accordance with the views now generally 
I as to the manner in which these bodies are united in the vat-waste, 
he original analyses the sulphur (excluding that present in the ferrous 
)hide) was calculated to calcium oxysulphide, 3CaS.CaO. 
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The following scheme gives the method for the complete 
analysis of black-ash. 

About 30 grams of the finely-powdered ash are digested 
with water at a temperature of about 45° in a flask of 500 
cc. capacity. The solution should be hastened as far as 
possible by repeated shaking ; the insoluble matter is then 
allowed to subside, and in a few hours the clear supernatant 
liquid is poured through a folded filter into a ^-litre flask. 
The residue, which should be kept as far as practicable 
in the flask in w*hich it was originally placed, is quickly 
washed with cold water, and the washings added to the 
main bulk of the filtrate. Discontinue the washing when 
the filtrate commences to be turbid, and fill up the ^litrc 
flask to the containing-mark. Close and shake it If the 
knowledge of the nature of the soluble matter is not im- 
mediately wanted, it is better to proceed at once with the 
examination of the insoluble portion, since this is apt to 
suft'er alteration on standing. 

A. Analysis of Insoluble Matter. 

Wash the precipitate from the filter back again into the 
flask in which the main portion of the residue is contained, 
and ^^^thout delay attach the flask to the rest of the apparatus 
represented in fig. 55, the several jxurts of which should \< 
already weighed, as indioited below, and put together, a is 
the flask containinix the insoluble matter. It is fitted with a 
caoutchouc cork, through w^hich is passed a 100 cc. pipette 
filled with hydrochloric acid of sp. gr. i -i. To the upper end 
of the pi[^ette is attached a piece of caoutchouc tubing which 
can be closed by a screw clamp. The other end of the tube 
is connected with a soda-lime tube, s ; a is connected with 
the flask b, of 300 cc capacity, and containing a coid 
saturated solution of copper acetate free from sulphuric acid 
Both flasks stand on an iron plate which can be heated by a 
lamp; B is connected with the iwo-bulbed U-tube r, also 
containing copper acetate so\uUCiii> s\a.w^\xv^ Vev ^x^ ^xk^v^ 



beaker, and fitted with bent tubes in such a manner that 
the gas traversing the apparatus passes twice through the 




same quantity of liquid (fig. 56). The two U-tubes d and 
e are filled with calcium chloride to dry the gas : / is a 
potash-apparatus (of the form known as p,^ ,, 

Geissler's) ; it is filled to the extent indi- 
cated in the figure with solution of potash 
of sp. gr. 1-27 (containing about 30 per 
cent of potassium hydrate), and is ac- 
curately weighed ; g. and h are U-tubes 
filled with soda-Hme and calcium chloride : 
g only is weighed, its object is to absorb 
the last traces of carbon dioxide ; /; is 
placed merely to prevent the absorption 
of atmospheric carbon dioxide and moisture by g : the 
caoutchouc tube at the end leads to the filter-pump or 
Other aspirating arrangement As soon as the apparatus is 
put together, fiU the pipette with hydtocVAoTic a^ij fe. ■&& 
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cork into a and open the clamp, so as to cause the acid to 
enter the flask. The insoluble matter in a is immediately 
decomposed, and sulphuretted hydrogen and carbon dioxide 
are simultaneously evolved ; the former is absorbed in b 
and c ; the latter, after being dried by passing through ^and 
e, is absorbed by/ and g. When the evolution of Jthe gas 
slackens, add more acid, until the decomposition is complete. 
Heat the iron plate until the contents of a and b are in gentle 
ebullition, pour hot water into the beaker, open the clamp, 
and aspirate a slow current of air (about 5 litres) through the 
apparatus. 

The increase in the weight of/ and g gives the amount of 
carbon dioxide. The copper sulphide is thrown on to a filter, 
and, without washing, the precipitate, together with the filter, . 
is transferred to a flask and treated with hydrochloric acid and 
potassium chlorate. The liquid is filtered into a litre flask, 
the filter washed, and the filtrate diluted to the containing- 
mark. Withdraw two portions of 100 c.c, and determine in^ 
each the sulphuric acid by means of barium chloride. 233*2- 
parts of barium sulphate are equivalent to 32 parts of sulphur. 

Pour the contents of the flask a on to a weighed filter, 
receiving the filtrate in a i-litre flask, wash the insoluble 
matter, consisting of sand and carbon, dry at 100° and 
weigh. Ignite the weighed mixture to bum off the carbon, 
and weigh the residual sand. The difference between the 
two weighings gives the carbon. 

Make up the filtrate to 500 c.a, and transfer 200 cc to 
a ])orcelain basin, add a small quantity of nitric acid, and 
evaporate to dryness on the water-bath. Treat the separated 
silica in the usual manner and weigh it Precipitate the 
iron and alumina from the filtrate by ammonia, weigh 
them together, fuse the mixture with a little acid potassium 
sulphate, and determine the iron volumetrically by potas- 
sium permanganate. The alumina is found by diflference. 
I^etemiine the lime, magnesia, and alkalies by the method 
given on p. 184. 
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B. Analysis of the Soluble Portion, 

1. Withdraw 50 cc, and determine the total alkali pre- 
ent by standard acid, litmus, and soda, in the manner 
Urected on p. 139. Calculate as sodium carbonate. 

2. Transfer 100 cc. to a :|^- litre flask, mix with barium 
^loride solution so long as a precipitate forms, fill up the 
iask to the containing-mark, shake, and close it. Determine 
:he sodium hydrate in an aliquot portion of the clear liquid 
>y standard acid and litmus. 

3. Transfer 50 cc. to a large beaker, dilute with 200 cc 
>f water, add acetic acid until the liquid is very nearly 
leutral, and determine the joint amount of the sulphide and 
ulphite of sodium by means of starch paste and standard 
odine solution. 

4. Transfer 100 cc to a J -litre flask, and add zinc 
ulphate solution made strongly alkaline by potash, until a 
onsiderable precipitate is formed. This contains the whole 
►f the sulphur present as sodium sulphide; the rest of the 
ulphur remains in the solution. Dilute to the containing- 
aark, shake, allow to settle, and determine the sulphur still 
n solution in an aliquot portion of the clear liquid by means 
)f starch and standard iodine solution, after acidifying with 
icetic acid in the manner previously directed. From the 
imount of iodine used, the sulphur dioxide is readily cal- 
culated: 2537 parts of iodine are equivalent to 126*15 of 
sodium sulphite. The difference between this and the pre- 
nous determination of the total amount of iodine required 
gives the quantity of sodium sulphide: 2537 parts of iodine 
correspond to 78'i5 of sodium monosulphide. 

5. Evaporate 100 cc to dryness in a thin porcelain 
3asin with a small quantity of pure nitre, and gently fuse 
he residue. The sodium sulphide and sulphite are thereby 
)xidised to sulphate. Digest the mass with hot water, filter 
he solution into a 250 cc flask, wash the iT\so\v3kb\^ iftaXXfix, 
nd 611 up the flask to the mark, and shake. ^^J\A\Ax2b^ \oo 
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cc, and determine the sulphuric acid, afler acidulating widi 
hydrochloric acid, as barium sulphate. Subtract the amount 
corresponding to the sodium sulphide and sulphite \ tiie 
remainder is calculated to sodium sulphate.* In another loo 
C.C. determine the chlorine by standard silver. 

6. Transfer loocc to a porcelain dish, acidify with hydro- 
chloric acid, and separate the silica in the usual way. In the 
filtrate determine the alumina by precipitation with am- 
monia. 

Arrangefnmt of the Results. — A. Insoluble Portion, — Cal- 
culate the iron to ferrous sulphide, and the remainder of the 
sulphur to calcium sulphide, CaS. The rest of the calcium 
is to be set down as lime, CaO. The silica, alumina, and soda 
are set down uncombined, as we have no knowledge of their 
state in the insoluble portion. The sand and carbon are, of 
course, directly determined. 

B. Soluble Portion. — Combine the silica and alumina 
with soda, to form sodium silicate and aluminate, NaiSiOj, 
and Na2Al204 ; calculate the amount of sodium carbonate 
equivalent to these compounds, together with that conre- 
sponding to the hydrate and sulphide, and subtract the joint 
amount from the result obtained by determining the total 
alkali with standard acid and soda. The remainder gives 
the real sodium carbonate present in the solution. 

The foregoing scheme of analysis is, of course, equally 
applicable to the analysis of soda-ash and vat-waste. Vat- 

* It is sometimes requisite for the purposes of the manufacturer merely 
to determine the quantity of sodium sulphide in the liquor. This may 
be readily effected by the following process, due to Lestelle. The solu- 
tion is mixed with ammonia, heated to boiling, and titrated with a weak 
standard solution of silver, made by dissolving 4''3475 grams of pure 
silver nitrate in water in a litre flask, adding excess of ammonia, and 
diluting to i,cxx> c.c. i c.c. is equivalent to i milligram of sodium sul- 
"^•de. When the sulphur is nearly all precipitated, the liquid is 
^1 and the addition of the silver solution continued until, after again 
'^- only the faintest turbidity is produced. The method is expedi- 
•fter a little practice gives accurate results. 
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waste is treated exactly like the insoluble portion of black- 
ash ; soda-ash like the soluble portion. 

XII. Estimation of Sulphur in Pyrites, by means 

OF Copper Oxide. 

{Particularly applicable to roasted Pyrites.) 

A rapid and sufficiently accurate method for technical 
purposes consists in heating from 5 to 10 grams of the ore, 
according to its richness in sulphur (if more than 10 per 
cent of sulphur is present, 5 grams, if less than 10 per cent, 
10 grams are taken), intimately mixed with 5 grams of pure 
sodium carbonate, and about 50 grams of dry copper oxide, 
in a porcelain crucible, to a low red heat, for about a quarter 
of an hour, with frequent stirring. The sulphur is oxidised to 
sulphuric acid, and combines with the alkali. When cold 
the mass is treated with water, and the amount of sodium 
carbonate remaining determined by titration with normal 
acid. 

XIII. Assay of Copper Ores (Mansfeld Process). 

About 5 grms. of the finely-powdered ore are weighed out 
into a flask, and mixed with 40 c.c. of moderately-concen- 
trated hydrochloric acid (sp. gr. i*i6). 6 c.c. of dilute 
nitric acid (made by mixing equal bulks of water and pure 
acid of sp. gr. 1*2) are added, and the flask is gently heated 
for 30 minutes on a sand-bath, after which it is boiled for 
15 minutes. The whole Of the copper is now in solution : 
the extraction is complete, even in the case of very rich 
ores, provided sufficient attention has been paid to the 
powdering. The solution is filtered into a large beaker, into 
which a rod of zinc, weighing about 50 grms., and surrounded 
with a piece of thick platinum foil, has been previously 
placed. It is necessary that the zinc employed should be as 
free as possible from lead. The precipitation of the metallic 
copper commences immediately, and is gexv^iaXVj eotw^^x^ 
in about half an hour. The rod of zinc is m\)cv^x^^'cs^-> ^xA 
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the precipitated copper repeatedly washed by decantarioD. 
If the amount of the copper does not exceed 6 per cent 
(which may be approximately known from the bulk of the 
reduced metal), it is dissolved in 8 ac of the dilute nitric 
acid, prepared as above. The beaker is gently warmed, 
and the amount of copper in the liquid titrated by solution 
of potassium cyanide, after previous addition of lo cc of 
ammonia solution, prepared by diluting i vol. of ammonia- 
water (sp. gr. 0*93) with 2 vols, of water. When the 
amount of copper in the ore exceeds 6 per cent, the metal 
is dissolved in 16 cc. of the nitric acid solution, and the 
liquid is washed into a 100 cc flask, diluted to the con- 
taining-mark, shaken, 50 cc withdrawn, mixed with 10 cc 
of the dilute ammonia, and titrated with potassium cyanide 
The experiment may be repeated with the second portion of 
50 cc 

When a solution of potassmm cyanide is mixed with an 
ammoniacal solution of copper sulphate or nitrate, the azure 
blue colour gradually disappears with the formation of 
copper-ammonium-cyanide, free ammonium cyanide, ammo- 
nium formate, and urea. The reaction is only constant so 
long as the amount of free and combined ammonia present 
is invariable. 

The strength of the solution of the potassium cyanide is 
thus tested : — Exactly 5 grams of chemically pure copper, pre- 
pared by the electrotype process, are weighed out into a 
litre flask, and dissolved at a gentle heat in 266*6 cc of the 
dilute nitric acid (made in the manner above described). 
On cooling, the solution is diluted to the containing-mark. 
30 cc. of this solution, containing 0*15 grm. of metallic 
copper, are placed in a beaker and mixed with 10 cc of 
the dilute ammonia liquid, and the solution of potassium 
cyanide is added from a burette, with constant stirring, until 
the blue colour of the liquid just disappears. The strength 
of the cyanide should be so arranged that i cc of the solu- 
tion is equivalent to 5 mil.V\grams> oV co^^^x. TVcva \v\.\;^\>.'ij^ 



£1 
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of the solution of the sample of ore is made in exactly the 
same manner. If exactly 5 grams have been taken, and the 
cyanide is of the above strength, each cubic centimetre of 
the solution required for decolourisation is equivalent to ci 
per cent, of copper. The number of cubic centimetres 
needed, divided by 10, gives the percentage of copper at 
once. 

This method is very expeditious, and if due care be exer- 
cised, it is very accurate. It must be borne in mind that it 
is strictly comparative, and the titrations must be made 
therefore in a uniform manner. The presence of a very 
small quantity of lead exercises no influence on the results, 
but the action of zinc is more injurious. Care must be taken 
therefore to wash the precipitated copper thoroughly before 
dissolving it in the dilute nitric acid. The solutions must 
be quite cold before titration, since less potassium cyanide 
is needed to decolourise a solution when warm than when 
cold. Thus while 30 c.c of copper solution, containing 0*15 
grm. copper, and 10 c.c. normal ammonia solution, required 
at the ordinary temperature exactly 30 c.c. of potassium 
cyanide solution, the same quantities at about 45° required 
only 28-9 C.C. (Steinbeck). 

The solution of potassium cyanide requires to be titrated 
from time to time, since its strength is not invariable. 

XIV. Assay of Copper Ores (Luckow's Process).* 

This process, which is now largely used in many German 
establishments, depends upon the fact that copper is pre- 
cipitated in the metallic state from acid solutions by a weak 
galvanic current. The operations required by this method 
may be best described under the following heads : i. Roast- 
ing the ore ; 2. Solution of the roasted ore ; 3. Precipitation 
of the copper ; 4. Weighing the copper. 

I. Roasting the Ore. — This operation is only necessary 
when the ores are bituminous. Weigh out about 2 grams of 

* Zeitsch. fiir Anal. Chemie, Fresem\is, 1%^^, ^. \; 



208 Qnantitath^e Chtmical Analysis. 

the finely-powdered sample into a thin porcelain crncible^ 
and heat it over a Biinsen flame for lo minutes, occasionally 
stirring it with a thick platinum wire, so as to expose fresh 
surfaces to the oxidising action of the air. The bituminous 
matter and the greater portion of the sulphur will be expelled 
at the expiration of this time. 

2. Solution of the Ore. — ^The roasted powder is transferred 
to a small flat-bottomed beaker, about 5 centinietres in 
height and 3 centimetres wide, and treated with 6 cc of 
nitric acid of sp. gr. 1*2, 4 c.a of a dilute sulphuric acid 
(prepared by mixing equal volumes of the strong add and 
water), and 25 drops of hydrochloric acidL The addition of 
:he sulphuric acid increases the oxidising action of the nitric 
acid, and converts any lime which may be present into the 
difficultly -soluble calcium sulphate. The liquid is evaporated 
to complete dryness on a sand-bath, the beaker being 
meanwhile covered with a funnel, the stem of which has been 
cut off. This operation requires about an hour. The 
addition of the hydrochloric acid facilitates the e\-aporarion 
and decreases the tendency of the liquid to spirt AMien 
dr}-. break up the mass with a glass rod. 

3. Precipitatio7i of the Copper. — Wash the cover inside 
and out with dilute nitric acid (i vol. of acid of sp. gr. 1*2 
diluted \A\ki 6 vols, of water), and also the sides of the 
beaker, until it is about half-filled with the dilute acid. Add 
a few drops of a strong solution of tartaric acid (which is best / 
preserved in a beaker simply covered \i'ith a piece of paper) 
to the liquid, and place the spiral, represented in fig. 56dr, 
A^thin the beaker. This spiral consists of a piece of 
platinum wire about 18 centimetres long, and i millimetre 
thick ; two- thirds of it are so bent in circles that the straight 
Tiortion of the wire projects as if it were the axis of the spiral. 

Se outer convolution is so large that it just touches the 

is of the beaker : the vertical portion of the wire is there- 

exactly in its centre. If the evaporation has been 

*yfy altended to, the acid liquid remains quite clear: 
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I'Dhould it be turbid, add 1 c.c. of a concentrated solution of 
rbarium nitrate, and agitate the mixture by the aid of the 
^'platinum spiral A piece of stout platinum foil, to which a 
thick platinum wire has previously been atta.ched, isthenbenl 
into a cylinder of 3 centimetres long and 18 millimetres in 
. diameter (fig. 56 h); this is accurately weighed, and supported 
in the beaker about i millimetre from the spirals ; the ver- 
tical portion of the spiral becomes therefore the axis of this 




cylinder. The wire supporting the foil is fixed by means ofa 
screw, a, to the arm a ^ of the stand (fig. 56 c), the other screw, 
h, holds the wire leading from the zinc pole of a constant 
battery. A small screw clamp, c, is fastened to the end of 
the platinum spiral, and coimects the arrangement with the 
Other pole of the battery. Immediately the circuit is closed, 
copper commences to be deposited on the platinum fa\\,MA 
btdibles of oxygen are given off from the s\>\Ta\ ■. m aibwA. % 
btmrs the whole of the metal will certainly \je ■5Xtc\v«3SR&» 
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even from rich ores and by a weak current. A stream of 
water is run into the beaker so as to displace the acid liquid, 
which is allowed to flow over the sides. The platinum 
cylinder is then withdrawn and disconnected from the stand, 
washed with hot water, and then with a few drops of alcohol. 
It is heated in the steam-bath, and weighed when cold. Its 
increase in weight gives the quantity of metallic copper 
present in the sample. As the process of precipitation 
needs no superintendence, it may be allowed to go on 
during the night : if the operation be commenced in the 
evening, the reduced copper will be ready for washing 
and weighing in the morning. The copper should show its 
characteristic red colour, and be free from any saline deposit : 
the absence of this deposit is evidence of the perfect re- 
moval of copper from the liquid. 

XV. Assay of Copper Ores by Precipitating the 

Metal by means of Zinc. 

(See p. 105,) 

About 5 grams of the finely-powdered ore are gently 
heated with strong aqua regia in a deep porcelain crucible, 
covered with a watch-glass. The glass is rinsed \vith water, 
and the liquid is evaporated to complete dryness. The 
dried residue is heated, to expel the unoxidised sulphur ; if 
the ore contains much pyrites, it will be necessary to treat it 
again with strong nitric acid (b.p. 86°\and evaporate a second 
time to dryness, and roast. 

Treat the dried mass with hot water to extract the copper 

(now present as sulphate), filter into a weighed platinum 

dish, wash the insoluble residue, adding the washings to the 

'on already in the dish, and precipitate the copper by 

of zinc, in the manner directed on p. 105. To prove 

»cy of this method, i gram of pure metallic copper 

H o'5 gram of the following substances, either 

*. or as salts, viz. : — Gold, silver, platinum^ 

nickel, eobaU, \iYsra\\\Jcv, ^x's>^xi\c^ \3xa- 
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mum, mercury, molybdenum, antimony, sulphur, silica, and 
calcium phosphate. The mixture was treated in the manner 
described, and the copper precipitated by zinc ; the amount 
of reduced copper was 0*996 gram. In more than twenty 
determinations of copper in various combinations, the 
average amount of the metal obtained by this method was 
99*7 per cent of the actual quantity present. (Mohr.) 

XVI. Copper Pyrites. 

This mineral constitutes the most abundant ore of copper : 
it consists essentially of sulphur, iron, and copper, and 
when pure contains 34*8 per cent, of copper. It is almost 
invariably mixed, however, with more or less antimony, 
arsenic, bismuth, lead, manganese, zinc, nickel, and cobalt 
in addition to considerable quantities of silicious substances 
and gangue. When a complete quantitative analysis of the 
ore is to be made, it must always be preceded by a careful 
qualitative examination. 

Pulverise about 20 grams of the mineral in an agate 
mortar, and dry at 100°. 

Determination of the Sulphur. — About i gram of the ore 
is weighed out into a porcelain dish, a few crystals of potas- 
sium chlorate are added, together with about 50 cubic centi- 
metres of pure nitric acid (sp. gr. 1*35), and the mixture is 
heated on the water-bath. To prevent loss by spirting, the 
dish should be covered with a large watch-glass or funnel. 
Fig. 57. As the evolution of chlorine diminishes, add oc- 
casionally a crystal of potassium chlorate. In about an hour 
the whole of the sulphur will be oxidised ; the cover is rinsed 
with hot water, and the liquid in the dish concentrated to a 
small bulk, a small quantity of strong hydrochloric acid is 
added, and the solution is evaporated to perfect dryness, in 
order to render the silica insoluble. M.o\s>l^ii \)cv^ ^tv^^t^- 
sidue with sfroii^ /i/drochJoric acid, add \vot. -waXet^^Xfix^^xA 
wsish the insoluble portion by decantatioxi. T\\\^ cq.xvs\sJ^ 

p 2 
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tnainly of silica and undecomposed gangue ; it may contain, 
however, a small quantity of lead sulphate, left undissol^'ed 
by the hydrochloric acid. I'he last traces of the sulphate 
may be removed by heating thetnass 
with a solution of ammonium acetate 
(made by mixing solutions of am- 
nionia and acetic acid), and adding 
the liquid to the main quantity of the 
filtrate. Add to the solution a few 
crystals of tartaric acid, to prevent the 
precipitation of traces of iron, heat 
the liquid to boiling, and add excess 
of barium chloride. Allow the liquid 
to stand ; filter, wash the precipitate 
by decantation with hot water, and 
digest it with a solution of ammonium 
acetate, which removes any traces of 
barium nitrate, which the precipitate 
is very apt to retain. The Imriuin 
suliiliatc is then washed on to the filter, dried, and weighed. 

Detenmiiaiion of the Copper, Iron, 6^^.-2 or 3 grams of 
the powdered ore arc oxidised with fuming nitric acid in a 
dish, a few cvibic centimetres of strong sulphuric acid are 
added, and the lii|uid evaporated to dryness. The residue is 
dissolved in hydrochloric acid, water added, the liquid 
allowed to stand, and then filtered into a flask. The insolu- 
ble portion consists mainly of silica and gangue, but it may 
still retain a small quantity of lead as sulphate ; this is to be re- 
moved by repeatedly boiling the residue in the dish with dilute 
hydrochloric acid, and passing the liquid through the tilter. 

'l"he residue is then transferred to the filter, washed wlh 
hot water, dried, and weighed. The filtrate is warmed to 
about 70°, and a current of sulphuretted hydrogen passed 
throuiih it. The copper, lead, \i\=,vnuth, tin, arsenic, and 
'"tiniony are precipitated. AWo-w \!tvc\\QpQt \ti ^\aaSL,v3*>- 
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the supernatant liquid through a filter, and wash by de- 
cantation with water containing a little sulphuretted hydro- 
gen. The small portion of the sulphide adhering to the 
filter is washed back into the flask, and the precipitate is 
gently heated with a moderately concentrated solution of 
potassium sulphide ; after a short digestion (thirty or forty 
minutes) add water (otherwise a little copper may remain 
in solution), and again filter. The sulphides of arsenic and 
antimony, mixed with sulphur, obtained by adding hydro- 
chloric acid to the filtrate, are filtered off", and oxidised by red 
fuming nitric acid (b.p. 86°), the solution concentrated, an 
excess of sodium carbonate added, and the whole evapo- 
rated to complete dryness, and fused in a silver dish. The 
fused mass is further treated as in No. XV. Part II. 

The sulphide of copper containing the small quantities of 
lead and bismuth, is dried and transferred to a small porce- 
lain basin, and dissolved in nitric acid. The solution is 
evaporated to a small bulk, chloride of ammonium added to 
dissolve the bismuth, and then dilute sulphuric acid. Allow 
the precipitate to settle completely, pour off the clear liquid 
through a filter, quickly wash twice or three times with a 
little water containing a drop or two of sulphuric acid, rinse 
the lead sulphate on to the filter by means of alcohol, and 
wash the filter paper thoroughly with alcohol. Do not mix 
the alcoholic washings with the main quantity of the filtrate. 
The bismuth is best precipitated as carbonate. Nearly 
neutralise the filtrate containing the copper, and add excess 
of ammonium carbonate, gently warm, filter, dissolve the 
precipitate, which consists partly of bismuth carbonate, 
partly of basic bismuth sulphate mixed with copper, in a 
few drops of nitric acid, and again add ammonium carbo- 
nate, which reprecipitates the bismuth as pure carbonate free 
from copper, and heat gendy for some time ; wash, dry, and 
ignite the precipitate, and weigh it as bismuth trioxide, 
taking care to detach the dried carbonate as eoTW^\^\.^'^ "as^ 
possible from the paper before incineratioii- ^o\\. \\\^ ^cJvxiL- 
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tion containing the copper, add caustic soda, and contiimc 
the boihng until the solution is free from ammonia, filter, 
wash, dry, and ignite. 

The filtrate from the original precipitate by sulphuretted 
hydrogen contains the iron, zinc, nickel, cobalt, and man- 
ganese. It is concentrated slightly, mixed with nitric add, 
and boiled until the iron is peroxidised, allowed to cod, 
mixed with a large quantity of strong solution of am- 
monium chloride, and then, drop by drop, with ammonium 
carbonate, until the fluid is just turbid (it must not show the 
least trace of distinct precipitate). Heat to boiling, and 
maintain the fluid in ebullition until the carbonic acid has 
been expelled. Allow the precipitate to settle, add one 
drop of ammonia to the clear liquid, and, if no precipitation 
ensues, a few cubic centimetres of ammonia : filter, and wash 
the precipitate with water containing a little ammonium 
chloride. Dry, ignite, and weigh the ferric oxide. The 
filtrate contains the manganese, nickel, cobalt, and zinc. 
Concentrate to a small bulk, and then add a strong solution 
of sodium acetate and acetic acid until the fluid is distincdv 
acid, heat to boiling, and whilst hot pass a rapid current of 
sulphuretted hydrogen into the liquid. The zinc, nickel, and 
cobalt are precipitated ; the manganese remains in solution. 
The i)recipitate is thrown upon a filter and washed with 
water containing sulphuretted hydrogen. 

The manganese in the filtrate is determined by boiling 
die liquid to expel the sulphuretted hydrogen, adding caustic 
soda until it is nearly neutral, and then a few drops of 
bromine, and warming until the manganese separates out as 
binoxide. This is filtered, well washed, and converted into 
l)rotosesquioxide (Mn304) by ignition. The filtrate will 
( ontain any lime and magnesia derived from the gangue ; 
these earths may be separated in the usual manner by am- 
monium oxalate and sodium phosphate. 

The mixed sulphides of zinc, nickel, and cobalt on the 
filter are dried, transferred to a small beaker, the filter burned, 
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«tnd the ash added, and the whole dissolved in dilute aqua 
regia ; solution of caustic potash is added until the solution 
is slightly alkaline,, then acetic acid until it is distinctly acid, 
and lastly a strong solution of potassium nitrite. Allow the 
solution to stand for at least 24 hours, take out a small por- 
tion of the clear liquid, and add to it a few more drops of 
potassium nitrite ; if after the lapse of a couple of hours 
no further precipitation ensues, the separation of the cobalt 
is complete. Pass both portions of the solution through 
a small filter, wash and dry the yellow crystalline potassium- 
cobalt nitrite, transfer it to a small crucible, incinerate the 
filter, add the ash, moisten the whole with strong sulphuric 
acid, expel the excess by heat, and weigh the residue ; it has 
the composition 2C0SO4 + 3K2SO4, and contains i8-o per 
cent, of cobalt oxide. 

The filtrate containing the zinc and nickel is boiled, car- 
bonate of soda added, and the metals separated as in 
No. XIV. Part II.* 

XVII. Iron Pyrites 
may be analysed by the methods adopted for copper pyrites. 

XVIII. * KUPFERNICKELSTEIN ' 

is a mixture of sulphides of copper and nickel, containing 
arsenic, iron, cobalt, lead, &c. It is obtained as an inter- 
mediate product in the preparation of copper-nickel and 
German silver. It may be analysed by the processes described 
under copper pyrites. 

XIX. Iron-Ores. 

The ores of iron more commonly used for the extraction 
of the metal are the magnetic oxide, red and brown haematite, 
speciilar ore, spathic ore, and clay iron-stone. The following 
analyses show the characteristic features of these varieties. 

♦ If the copper alone is to be determined in the ore, the above pro- 
cess is recommended whenever an accurate estimation is required. 
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General Method for the Compute Analysis of Iron Ores.— 
The ore is carefully sampled, and an average portion of il is 
reduced to a moderately fine powder, dried under the desic- 
cator or at 100°, according to circumstances, and kept in a 
well-corked tube or bottle. 

Determinatiofi of the Moisture. — In ores containing car- 
bonic acid, and organic matter, the water can only be 
estimated by direct weighing. 2 or 3 grams of the powdered 
ore are introduced into the bulb-tube (fig. 53^ and ignited 
in a slow current of air dried by the chloride of calcium tube; 
the water is condensed in the weighed tube containing 
calcium chloride. The rate at which the air passes through 
the apparatus is seen in the small flask containing sulphuric 
acid. After an hour's gentle ignition the tube is re-weighed ; 
its increase in weight shows die amount of moisture present 
in the sample. 

Determination of the Carbonic Acid. — ^This is best effected 
by means of the apparatus le^teseWsA in t%. ■jy, y- ^- 
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Weigh out I or 2 grams of the ore into the flask a, and pro« 
ceed as directed (see No. V. Part II.). 

Determination of the Silica^ Iron, Manjs^anese, Sulphury 
Phosphorus y Alumina, Lime, Magnesia, 6r^c, — Introduce 
about 8 or 10 grams of the finely-powdered ore into a porcelain 
basin, and gently heat with concentrated hydrochloric acid, 
mixed with a little nitric acid, until the mineral is completely 
decomposed. Some varieties of ore — for example, blackband 
iron-stone — contain such an amount of organic matter that it 
is difficult to determine when they are completely dissolved. 
As a rule not more than 30 or 40 minutes will be required for 
complete decomposition. Some specimens of magnetic iron- 
stone and micaceous haematites dissolve with great slowness 
even in concentrated hydrochloric acid. In such cases it is 
better to heat the weighed portion of the finely-divided ore in 
a current of hydrogen or coal gas until water ceases to be 
evolved : the reduced iron will then readilv dissolve in the 
acid. Fusion with acid sulphate of potassium also effects t!ic 
decomposition of such ores. The solution is evaporated to 
dr)niess, and the residue drenched with strong hydrochloric 
acid, the liquid warmed, diluted with hot water, allowed to 
settle, and filtered into a J-litre flask. The residue in the dish 
is again heated with a small quantity of hydrochloric acid, 
diluted with water, allowed to settle, and the clear liquid 
poured through the filter. This process is repeated until the 
silicious residue appears quite white and free from iron. It is 
then thrown on to the filter and washed thoroughly with hot 
water, dried, ignited, and weighed. It consists of gangue and 
separated silica. The amount of silica may be determined by 
boiling the weighed residue with a solution of sodium carbo- 
nate in a platinum dish, filtering and determining the weight 
of the gangue remaining : the difference gives the quantity of 
silica. It is sometimes required to determine the nature of the 
gangue : this is accomplished by the methods ^wetv. vcv'^o's., 
XL & XII. Part IL Titanic acid is not m Mivfe^^^e^^ 
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constituent of iron-ores : when present it will be found paifljr 
in the silica separated by evaporation to dryness, partly in the 
hydrochloric acid solution. In order todetennine itsamoant^ 
a large quantity of the ore is decomposed by hydxodilooc 
acid, in the manner above described, evaporated to diynesi^ 
drenched with hydrochloric acid, and the residue filtered off 
and washed. The silicious matter is transferred to a {dati* 
num dish and repeatedly treated, in a 'draught-place' orintfae 
open air, with hydrofluoric add, and a little sulphuric add,' 
the residue is fused with potassium-hydrogen sulphate^ dis^ 
solved in a litde cold water, and filtered, if necessary. Am* 
monia is added in slight excess, the solution boiled for some 
time, filtered, and the precipitated titanic add washed, dried, 
ignited, and weighed. To the hydrochloric acid solution t 
few cubic centimetres of nitric acid are added, and the liquid 
is boiled, ammonia added, and the liquid again boiled. The 
precipitated oxide of iron and almnina carries down the rest 
of the titanic acid : these are filtered off, washed, dried, and 
transferred to a platinum dish, and fused with potassium-hy- 
drogen sulphate. The mass is dissolved in a large quantity 
of cold water, neutralised with sodium carbonate, and solution 
of sodium thiosulphate added in slight excess. When the 
solution becomes nearly colourless, boil until all sulphur 
dioxide is expelled^ filter, wash the precipitate with hot 
water, dry, and ignite it gently in a porcelain crucible. The 
residue contains all the titanic acid mixed with alumina. It 
is treated with strong sulphuric acid, filtered if necessar}', 
diluted and boiled for some time, and the separated titanic 
acid filtered off and weighed. 

The filtrate from the silica, &c., separated from the lo 
grams of iron, is diluted to 500 cubic centimetres and well 
mixed by shaking. 

Dcicr77iination of ike Sulphur, — Take out 100 cubic centi- 

* If the sulphuric acid be omitted, a portion of the titanium will be 
lost by volatilisation as fluoride. 
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jnetres of the solution and evaporate nearly to dryness to 
expel the greater portion of the free acid, dilute with about 
200 cubic centimetres of water, boil, and add one or two 
drops of barium chloride solution. After standing about 
24 hours the barium sulphate is filtered off and weighed. 

Determination of the Phosphoric and Arsmic Acids. — To 
100 cubic centimetres of the solution, add a few cubic centi- 
metres of a clear solution of molybdate of ammonium in 
nitric acid. [This solution is prepared by dissolving 10 
grams of powdered ammonium molybdate in 40 c.c. of dilute 
ammonia (sp. gr.o*96), and mixing the solution with i6oc.c, 
of dilute nitric acid (120 cubic centimetres of strong acid to 
40 cubic centimetres of water). The mixture is heated to 
about 40° for some hours, and the clear liquid drawn off.] 
The mixture of iron salt and molybdate is kept in a warm 
place (not above 40°) for 24 hours, filtered, and washed, the 
precipitate treated with ammonia on the filter, and magnesia- 
mixture added to precipitate the dissolved phosphoric acid. 
After standing a few hours the magnesium ammonium phos- 
phate is filtered, and treated in the usual manner. Many iron- 
ores contain notable quantities of arsenic, which is precipi- 
tated from the solution on adding molybdic acid. If quali- 
tative analysis has shown the presence of arsenic, it must be 
removed before precipitating the phosphoric acid by transmit- 
ting a current of sulphuretted hydrogen through the 100 cubic 
centimetres of iron solution, filtering, heating the filtrate, if 
turbid, with a little nitric acid, and then adding the molybdic 
acid solution. The arsenic in the precipitate does not 
represent the entire amount in the ore, since a consider- 
able portion is lost on the evaporation of the solution to 
dryness in order to render the silica insoluble. If it be 
desired to determine the amount of arsenic actually present, 
a larger quantity of the ore must be heated with aqua regia, 
filtered, and treated with sulphuretted hydrogen, and the 
arsenic determined in the precipitate (see No. XVIII. 



. e 



220 QuimHiaiioe 



PaitlL) Ainr black loidDe left 
suit of copper ondc. 



DderminaiUm rf^ 
naia^ Poiash and Soda* — loo cubic ( 
are boiled with a little nitiic add, add cmLumuc of; 
added until the fluid is neaily nential, and dicn to dieifar 
red liquid, ammoninm acetate in aoev : bofl tesooMrtiM^ 
until die predi»tate setdes cm l e iuo iw ii i g die lamfi. filler 
into a flask, wash widi water oontanring a litdc ^■■■■ ■■^■■■■■ i 
acetate, diy, ignite, and we^ The pir< i| J iair cookIi 
of ferric oxide, alumina, and phot^iliaiic acid, and comnB 
traces of silidc add left in sohitian. The wre^i^ied «^^ ^« y > 
is fused with acid-sulphate of potaamnn, die fined mafl 
treated with hot water, and the silica filtered off and wei^^Md 
The amount of alumina is detennined bj snbciacliiig die 
total quantity of ferric oxide, phosphoric acid, and silica fkon 
the original wdght of the ignited p ra Jpi i ate .' If it is re- 
quired to determine the alumina directly, add tartaric add 
to the solution, then ammonium chloride, and ammonium 
sulphide. The precipitate after standing a few hours is 
filtered off, and washed with water containing ammonium 
sulphide. Add sodium carbonate and nitre to the filtrate, 
eva])orate to dryness, ignite, dissolve in dilute hydrochloric 
acid, filter if necessary, and precipitate the almnina by the 
addition of ammonium chloride and ammonia in slight 
excess, lioil until the ammonia is expelled, and wash 
thoroughly with hot water. From the weight of this precipi- 
tate the amount of phosphoric acid is to be subtracted, 
since it is precipitated in the process together with the 
alumina. 

The filtrate from the basic acetates contains the manganese, 
alkalies, and alkaline earths. A few drops of bromine are 
added, the solution is heated to 40 or 50**, and the flask 
tightly corked In a few hours the whole of the man- 
ganese separates out as binoxide : it is filtered oflf, dried, 
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ignited, and weighed as Mn304. Concentrate the filtrate, 
add ammonia and ammonium oxalate, and convert the pre- 
cipitate into lime by ignition. The filtrate contains the • 
magnesia and alkahes mixed with a large quantity of 
ammonium salts. It is evaporated to dryness, ignited to 
expel the ammoniacal salts, treated with a small quantity of 
water, about i gram of oxalic acid added, and the solution 
again evaporated to dryness and ignited. In this process 
the alkalies are left as carbonates, and the magnesium chloride 
is converted into magnesia. The residue is treated with a little 
water, and the magnesia filtered off, dried, and weighed. The 
carbonates in solution are converted into chlorides, weighed, 
and separated as in No. IV. Part II. If great accuracy is 
required, the filtrate containing the excess of platinum is 
reduced by means of hydrogen, filtered from the precipitated- 
metal, and the small quantity of magnesia usually present in 
solution precipitated by the addition of ammonia and a drop 
or two of sodium phosphate. (See Analyses of Plant-ashes.) 

Determination of the Iron by Solution of Potassium Bichro- 
mate. — When a solution of potassium bichromate is added 
to a liquid containing a ferrous salt and free hydrochloric 
acid, the iron is converted into a ferric salt in accordance 
with the reaction : 

6FeCl2 + K2Cr207 + 14HCI = 3Fe2Cl6 + 2KCI + Cr^CIe 

+ 7H2O. 

The final point of the reaction — that is, the point at which the 
whole of the iron is converted into ferric chloride — is ascer- 
tained by bringing a drop of the solution in contact with 
potassium ferricyanide, when no blue colouration will be 
produced. So long as the faintest trace of ferrous chloride 
remains, a drop of the liquid will colour the potassium ferri- 
cyanide. It is evident from the equation that i eq. or 
294*42 parts of the bichromate will convert 6 eq. or 336 
parts of iron to the state of a ferric salt. By dissolving 
4-907 grams of pure dry potassium bichromate in a lltxe. ol 
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water, a solution is obtained of which i cubic cent! 
equivalent to '0056 gram of iron. 

The potassium bichromate is purified by recrysta 
dried between blotting paper, fused, and roughly p< 
About 5 grams of the salt are then weighed out int 
'flask, and diluted with so much water that each cut 
metre contains 0*004907 gram of the bichromate. 

Fig. 58. 




that 5*073 gr^ms have been weighed out, thi 
2 1033*8 cubic centimetres, since 
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and stopper of the flask, the 33*8 cubic centimetres are poured 
into the dry bottle in which die solution is to be preserved, 
and the 1,000 cubic centimetres of bichromate solution added; 
the liquid is well shaken, the litre flask refilled with it, and 
the Uquid poured back : if this process is repeated two or 
three times the solution will be of uniform strength. It is 
advisable, however, to test the strength of the solution by- 
direct experiment For this purpose about 0*2 gram of fine 
pianoforte wire is weighed out with the greatest care, and dis- 
solved in a few cubic centimetres of pure hydrochloric acid, 
in the flask a represented in fig. 58. During the solution a 
slow current of carbonic acid is passed through the apparatus; 
the exit tube e is furnished with a Httle valve, made by 
cutting a short slit in a small piece of caoutchouc tubing, 
slipping the one end over the tube and stopping the other 
by means of a glass rod.* This litde valve opens by inward 
pressure only ; as soon as the pressure is applied outwardly, 
the sides of the slit are pressed together and effectually 
prevent the entrance of air. In this manner any chance of 
the ferrous solution within the flask oxidising is prevented. 
Whilst the iron is dissolving, make a solution of potassium 
ferricyanide by dissolving a minute portion of the salt in 
about 15 cubic centimetres of water in a test-glass. The 
solution of the ferricyanide should be very dilute, other- 
wise it gives a reddish precipitate towards the completion of 
the assay. Spread a few sjfiall drops over a plate or porce- 
lain slab by means of a glass rod, and fill up the burette with 
the solution of bichromate. When all the iron is dissolved, 
the solution is boiled for a minute, and mixed with a quantity 
of cold water, and the bichromate is added to it with 
constant stirring. The solution in the flask changes rapidly 

* It is convenient, when a number of such estimations have to be 
made, to determine the weight of a certain length of the piano-wire, and 
to cut off a portion when needed equivalent to 02 gram. The amount 
taken must of course be controlled by weighing the wire. A milli- 
metre scale fastened on to the balance-table will \a feuvvd n^\^ >i:i»^^>ai. 
for this and similar purposes. 
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in colour and becomes daik green. A brown ooloarit«: 
dicates that a deficiency of hydrodiloiic acid is.piCMfe.; 
From time to time a drop of die scdution is buouglit.jBDBiiki 
the flask in omtact with the femcyanide upon the Mb^ 
When the intensity of the blue product begins im 
diminish, the bichromate solution must be more do*^, 
added. The mixed drops soon acquire a greenish tin^ wJk 
when the last trace of this colour disappears the reaction ii 
finished. A slight correction jequires to be. made on die 
quantity of iron taken, on account of the impurity piesent in 
it If pianoforte wire be used, it may be 3t«»aifn<>^^ withool 
sensible error, that it contains 997 per cent of iron.* 

Exan^le, — A solution of bichromate was made in aoooid^ 
ance with the directions given: 5*073- grams of the le- 
crystallised and fiised salt being dissolved in 1033*8 cabk 
centimetres of water. 0*2097 gram of piano-wire wis 
then dissolved in hydrochloric add. This solutionreqniicd 
38*0 cubic centimetres of bichromate solution before die 
blue colour disappeared : 38 o cubic centimetres bi- 
chromate are therefore equal to (0*2097 x "997) = '2091 
gram of iron, or i cubic centimetre of bichromate is equiva- 
lent to 0*0055 gram of iron. 

25 cubic centimetres of the solution of the iron ore to be 
tested are measured off into the flask, a few cubic centi- 
metres of hydrochloric acid added, and two or three small 
pieces of pure zinc. The flask is connected with the carbonic 
acid apparatus, and the evolution of the hydrogen promoted 
by a gentle heat When the solution has become nearly 
colourless, or possesses only a faint tinge of green, a minute 
drop is withdrawn and tested with potassium thiocyanate, 
water is added, and the bichromate solution is poured in 
until the iron is completely converted into ferric chloride. 

* The bichromate solution may also be standardised by means of 
ferrous sulphate precipitated by alcohol (p. 150) : the salt thus puri6ed 
may be preserved in a stoppered bottle without experiencing the least 
change. 
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The experiment is repeated with a second portion of 25 

eubic centimetres of the original solution. 

t ■ In ores containing a mixture of ferrous and ferric oxides, 

k4^ magnetic or spathose iron-stones, the amount of the 

-former oxide is determined by dissolving from i to 3 grams 

■ of the sample, according to its supposed richness, in hydro- 

Shloric acid, in a stream of carbonic acid, adding water, and 
itrating with bichromate solution according to the method 
just given. 

XX. Titaniferous Iron-Ore (Ilmenite). 

Ilmeniteisa naturally occurring ferrous titanate (FeTiOj), 
but it is seldom met with quite pure ; it usually contains 
ferric oxide, manganous oxide, magnesia, alumina, silica, &c. 
Many iron-sands contain considerable quantities of ilmenite, 
associated with magnetic oxide cf iron. As such ores are 
occasionally used in the manufacture of iron, it may be 
desirable to give a method for their analysis. 

The weighed portion of the mineral, in a state of fine 
powder, is fused with about eight times its weight of acid 
sodium sulphate, and on cooling the fused mass is digested 
with cold water. The insoluble matter is filtered off, washed, 
dried, and weighed : it is usually free from titanic acid. It 
should, however, be treated by the method given in No. XIX., 
p. 218. Dilute the filtrate considerably, add a little nitric 
acid to it, and boil for some time to precipitate the titanic 
acid. Filter the precipitate, wash, dry, and ignite it, with the 
addition of a fragment of ammonium carbonate, to ensure the 
volatilisation of sulphuric acid, which the precipitate is apt 
to carry down with it. Titanic acid is slightly hygroscopic: 
it must be weighed, therefore, as expeditiously as possible. 
'The iron, magnesia, lime, and alumina remain in solution, and 
may be separated by the methods given in No. XIX., p. 217. 

Titaniferous ores may also be decomposed by heating 
with sulphuric or hydrochloric acid, under pressure. A rapid 
and accurate method of estimating iron and titanium when 
present in solution together, after fusing the ore with acid 
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and titanic add are dios I wiHght Id die state of fisnos 
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is substituted for diecaitMmic add flask. The iroo is Asi 
reduced to die fenoos states die titanic add remaiBS sa- 
changed. The solution is boiled Id eipel die excess of de 
reducing agent, whereby a poitioli of tiie titanic add a 
predpitated, filtered lapidly, and tiie solution is again titntd 
with permanganate. The amount of fenons oxide is thus ob- 
tained : the difference between the titrations gives the amount 
of permanganate corresponding to the titanic acid present 
The weight of the latter substance is found from the equation 

TijOa + O = 2Ti02. 

16 parts of oxygen are therefore equivalent to 164 parts rf 
titanic oxide. 

This process is also applicable to the analysis of rutile 
(native titanic oxide), sphene or titanite (a silico-titanate <rf 
calcium, CaSiOa-CaTiOj), &c 

XXI. Wrought and Cast Iron, and Steel. 

Cast iron, in addition to chemically-corcbined carbon and 
graphite, contains variable quantities of silicium, phosphorus, 
sulphur, manganese, and copper ; and in very much smaller 
quantities, aluminium, chromium, titanium, zinc, nickel, cobalt, 
arsenic, antimony, tin, vanadium, magnesium, potassium, 
lithium, sodium, and nitrogen. The greater niunber of these 
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substances are present in such very minute quantities, that 
their exact quantitative determination is a matter of great 
difficulty. It is very rarely necessary to attempt their esti^ 
mation, since their presence in such small amount probably 
exercises little or no influence on the quality of the iron. 
Cast iron occurs in two leading varieties, viz. as grey and as 
white cast iron. The difference between the varieties is 
determined by the state of the carbon present in them. In 
grey cast iron the greater amount of the carbon is in the form 
of graphite, interspersed throughout the mass in a state of 
mechanical mixture ; in 'the white variety the carbon is 
chemically combined with the iron^ Intermediate varieties, 
in which grey and white! cast iron are mixed together in 
varying proportions, are classed as mottled cast iron. 

The following analyses of grey and white cast iron obtained 
from the same ore (spathic, containing about 42 per cent. 
iron) clearly show this characteristic difference : — 

Iron 

Combined Carbon 
Graphite. 
Silicon . 



Sulphur . 
Phosphorus 
Manganese 
Vickel and Cobalt 



Grey. 


A^Tiite. 


)o-584 


93i«3 


— 


4-100 


2-795 




4-414 


0-230 


0-039 


0030 


0-099 


0-073 


1-837 


2370 


traces 


0-014 



99-768 



100 -ooo 



Wrought iron approaches more nearly to the character of 
pure iron : it contains much less carbon than cast iron, melts 
at a higher temperature, and is heavier. It also contains 
much less silicon, but the amounts of sulphur and phosphorus 
are as variable as in cast iron. The subjoined analysis is of 
Swedish iron of excellent quality 



Iron 

Carbon . 
Silicon . 
Sulphur . 
Phosphorus 



99-863 
0-054 
0-028 
0055 
traces 

100 -ooo 



r\ rt 
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Quantitative Chemical Analysis, 



Steel is intermediate in properties and purity betieai 
cast iron and wrought iron : it differs, however, from tbese 
varieties by its remarkable and valuable property of beoom- 
ing hardened by heating and sudden cooling. In this state 
it is extremely brittle, and is without the characteristic fibre 
of malleable iron. Its tenacity, however, is much greater 
than that of wrought iron. Its average specific gravity is 
intermediate between that of cast iron and wroug^ iioo. 
The following is an analysis of steel of medium quality :— 



t 



Carbon . . • • 
Silicon . • . . 


0*501 
O'io6 


Sulphur . • • i 
Phosphorus . 
Manganese . . i 
iron (by difference). i 


0-002 
0-096 
0-I44 

99151 




100-000 



The action of acids upon these varieties of iron is remaifc- 
able. When heated gently with strmg hydrochloric add 
white cast iron is completely dissolved, whereas grey cast 
iron leaves a residue of graphite. The combined carbon 
present in both varieties combines with the nascent hydrogen 
evolved by the action of the acid, giving rise to hydrocarbons 
of the CnHzn series, C2H4 . . . CeHij, which commu- 
nicate a peculiar odour to the issuing gas. 

The diluted acid at ordinary temperatures attacks cast 
iron but slowly : when dissolved by the aid of heat, white 
cast iron deposits a portion of its combined carbon ; this is 
soluble in potash, and on ignition leaves a black residue, 
containing silica. The residue from grey cast iron, in addition 
to graphite, also contains this carbonaceous matter together 
with a black magnetic substance containing iron. \Mien 
dried this residue occasionally takes fire in contact with 
oxygen, and is converted into a mixture of ferric oxide and 
silica. 

It is said that the actiotL of acids u^on steel varies with its 
hardness : soft steel is far more ItadA>J^^s%Q\N^^\^ci^sw\tf»\^W>. 
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steel. Concentrated hydrochloric acid dissolves soft steel 
Completely, but when diluted it leaves a larger amount of the 
black magnetic substance above mentioned than is yielded 
by malleable iron. It is worthy of note that diluted nitric 
acid completely dissolves this carbonaceous matter, forming 
a yellowish-bro^vTi coloured liquid, the intensity of the colour 
being proportional to the amount of combined carbon present. 
It is said that steel may be distinguished from cast and 
wrought iron by the action of hydrochloric acid ofsp.gr. i*i34- 
With steel the acid occasions a rapid evolution of gas, which 
suddenly ceases in a short time (in about 20 seconds), 
whereas with cast or wrought iron the disengagement is con- 
tinuous. 

The complete analysis of iron, in addition to the estima- 
tion of the metal, necessitates the determination of the 
carbon, existing both in a state of combination and as 
graphite, of silicon, sulphur, manganese (zinc, cobalt, 
alumina, titanic acid), phosphorus, nitrogen, and admixed 
slag. The iron, however, is usually determined by dif- 
ference. 

Determination of the Total Carbon, — Among the many 
accurate methods which have been proposed for the estima- 
tion of the total carbon contained in iron, those of Wohler, 
Weyl, and Ullgren are distinguished by reason of the ease 
and expedition with which they may be carried out. In all 
these processes the carbon is ultimately weighed as carbon 
dioxide. 

(a) Wohler's Method, — By burning the iron in a stream of 
oxygen. The iron must be previously reduced to the finest 
possible state of division, by filing with a hard file, and 
powdering in a large agate mortar. If the metal is very 
hard it is broken on a clean anvil, stamped to powder in the 
steel mortar, and passed through a fine sieve. From ^^ \.o ^ 
grams of the metdl (according to its supposed Yvc\\Tv^'ys»\xv 
-.arbon) are weighed out into a platinum boat, axvd \iXQ»\3L^X 
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> a short piece of combustion tubing drawn out at one 
L to a narrow tube (ng. 59). The other end is closed 
h a caoutchouc cork, and is connected with a gasometer 
id with oxygen. To the narrowed end of the combustion 
)e is attached a chloride of calcium tube, connected with 
'eighed U-tube filled ^ with soda-lime, and \ with calcium 
oride (fig. 60). a is a gasometer containing oxygen ; by 
:ans of the cock s the amount of the issuing gas can be 
iily regulated. The rate of its passage can be seen in by which 
atains solution of caustic potash, destined to absorb any 
ces of carbonic acid and chlorine which may be present 
the oxygen. The cylinder c is partially filled with soda- 
le with the same object : the upper half and the two U- 
Des contain calcium chloride, by which the gas is thoroughly 
ied. The combustion tube containing the weighed amount 
iron rests in a gas furnace ; ^/ is a chloride of calcium 
be : it is placed merely as a precaution against moisture 
ssing into the weighed U-tube, and need not be weighed, 
ie litde U-tube /contains one or two drops of concentrated 
Iphuric acid, sufficient to fill the bend ; its object is to 
2vent the possibility of the calcium chloride m the weighed 
be absorbing atmospheric moisture. The process of com- 
stion needs no particular attention ; if the heat is sufficiently 
werfiil and the iron finely -divided, the whole of the carbon 
converted into carbon dioxide. \Vhen the process is 
ished, b is detached from the gasometer, and a slow current 
air is aspitated through the apparatus to expel the oxygen 
*ore the U-tube is again weighed. 

'b) IVeyrs Method* — In pulverising the iron for analysis, 
>ecially if very hard, there is considerable risk of mixing 
: sample with iron from the file, &c., employed. Weyl's 
thod, by dispensing with the necessity of reducing the 
ti to powder, obviates this inconvenience. A piece of the 

This method appears to have been described so fer back as 1857 
Binks, in a paper read before the Society of Arts. 



iron wdghing fiom loto 15 gPBn»ii«iyffidcdliy>|Mirflf 
iHiioettes pfovidcd iridi fplaiiw ii p i » ff i i' id %. iMikcf.cdii^ 
tainiDgdilittelijrdrodiloricacid. Cane mart be taken daft Ae 
platiniim points in contact vidi die iron aie not uMHlraid 
with Ae add, or its sc^icnt action viH be impeded 
frmn the separation of caibon between die paints and At 
metaL Connect the upper porticm of die pincettes wi&dK 
wiie of a positive pole of a sing^ dement of Bonsen'staUleij. 
To the wire of die negative pole is attadhed a slq» of phd- 
nam foil, which is also immened in die Kqmd. Bfiegolatiq; 
the distance between the foil and die metal, tbe strength o( 
the current may be so modified dnt not a trace of fenric 
chloride is produced. The dne iiq;alation of the intensiqr 
is of the utmost importance, for if it is too strong the iroB 
becomes passive, and chlorine is evolved from its sur&oe^ 
which brii^ about the oxidation of any separated carbon. 
This formation of chlorine is immediate^ rendered evident 
by the yellowish colour of the concentrated station (tf ironas 
it falls away from the metal When die operation succeeds, 
hydrogen only appears at the platinum foil, no gas being 
evolved from the positive pole (the iron). In 12 or 
1 5 hours the whole of the iron immersed will be dissolved : 
the separated carbon retains the shape of the metaL The 
undissolved portion is detached from the spongy mass of 
carbon, dried, and weighed. Its weight subtracted from that 
of the iron originally taken gives the amoimt employed for 
the carbon determination.* The carbon is washed slightly, 
and thrown into a short piece of combustion tube containing 
a plug of ignited asbestos. This acts as a filter and retains 
the carbon : care must of course be taken that the plug is 
sufficiently compact to prevent any particles of carbon 
l)assing through with the filtrate. The tube is gentiy heated 

* Instead of suspending the iron by the pincettes as above described, 
it may be broken into several pieces, and supported on a small platinmn 
tray pierced with a number ol holes. In tift&'wa.^ tbe whole of the iroo 
may be dissolved. 
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and a current of air aspirated through it. When perfectly 
freed from moisture, the plug together with the carbonaceous 
residue, is drawn by means of a bent wire into the middle of 
the tube, and is mixed with a small quantity of copper oxide 
by the aid of the wire. The combustion tube is heated in a 
gas furnace, and the carbon dioxide collected in a weighed 
soda-lime tube as described above. To ensure perfect com- 
bustion it is advisable to heat the carbon and copper oxide 
in a stream of oxygen : for this purpose the apparatus repre- 
sented in fig. 60 may be employed. Instead of burning it, 
the sep;u:ated carbon may be treated as in the next method. 

(c) Ullgreti's Method, — It is necessary for this method that 
the sample should be in a state of coarse powder. Grey cast 
iron is preferably taken in the form of borings : white cast 
iron should be coarsely powdered. Dissolve 10 grariis of 
copper sulphate in about 50 cubic centimetres of water, and 
into this solution, contained in a small beaker, weigh out about 
2 grams of the iron. Heat gently and with constant stirring 
until the iron is completely dissolved; allow the solid portions 
to settle and pour away as much as possible of the clear 
fluid. Rinse the solid particles with any adhering copper 
.solution into the small flask a (fig. 31), which should have a 
capacity of about 150 cubic centimetres. Care must be 
taken not to employ too large a quantity of wash water in 
rinsing the reduced copper and carbon into the flask : the 
total fluid in the flask should not exceed 25 cubic centimetres. 
Add to the flask 40 cubic centimetres of concentrated sul- 
phuric acid : if more than 25 cubic centimetres of wash 
water have been used, proportionally more acid must be em- 
ployed. Allow the mixture to cool, add about 8 grams 
of chromic acid, and connect the flask with the system of 
tubes represented in fig. 31. Heat the liquid gradually, and 
regulate the flame so as to maintain a regular evolution of 
gas : as it slackens, increase the heat, until vf\v\\.^ivxa\^'s»\x\'a^'^ 
their appearance in the body of the ftask. 'BLeixvoN^Xjcv^X'axN^ 
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and afpirate a slov cuire&i of air through the appratas {] 
or 4 brei^ Weigh the soda-lhae tube and a^in aspinU 
~ IT to derenoine if the inctcase of we^U due to the 
of the cirbon dioside is constant. The pntt- 
ci[de of die method is e\-tdeai. In contact with thesol- 
pbnric ud chromic adds the caifoon separated aa dissolviig 
die iim H cx>n\ erted into caibon dioxide. 

XHt «■ fib prtpnratHm ef Ckramic Add.—^io gmas of cuood;- 
powdoed oonmcrdal poti&ium IndiroiEale tn wanned irith 500 am 
toilhiirt w of water and 420 cubic coilinietrea of atlphnrictcid. VfkcB 
ibeMk bdlHe^vetl tlie isolntioii U allowed lo stand len or IwelTebwn. 
wboi the aod potasaium sulphate sepaiaics om. The mcKbn liquor i> 

' d, Md Ihe crysUli allowoJ to drain far an hour. Tlie suhmoa 

d to 80^ nr 90^, and gradiullf mixed Hith 150 cubic cenlimelns 
(■ ^[Jamc >i:id, and IhcD with the same qoaatity of water, when lie 
pfcdpttated djrni'iLi. acid will Le retlisHdved. Tlie iCliUion a cooccs- 
mied in ■ p( .->; ,11a basin ontS imail spicular crystals appear on Ac 
irfarrof the li 1 .,i : after standing a lew boms an abniKlanl aofd 
duonucadd H'.'--,i i^ill i>e oLtained. The ni.j'ibtr liquor on fiuihcr 

<m a poroiu (i :\-A 

pure, as (hey conuin small quantities of potash and sulphuric add, but 
the presence of ihese substances in no waj interferes with tbeir emphij- 
meot in the above method. 

Instead of absorbing the liberated carbonic acid by means 
of soda-lime, Ullgren prefers to use potash-pumice. This is 
prepared as follows ;— i part of caustic potash is dissolvedin 
3 or 4 parts of water, the solution is heated to 100° in an 
iron pot, and a qtiantity of pumice, in pieces somewhat less 
than the size of a pea, is added until the mass becomes nearly 
dry. Whilst still hot it is transferred to a wide-mouthed 
stoppered bottle, and briskly shaken until, on cooling, ^k 
small pieces no longer adhere to each other. 

Deiermination of the Graphite. — The above methods, it 
will be observed, determine merely the total amount of carbon, 
and give ns no informatioii lespeettiv^ the ^ro^rtion present 
"•s graphite and as combined, caj^io^ ^^ ai4« ^ 
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the graphite, 3 to 5 grams of the sample are dissolved in 
moderately-concentrated hydrochloric acid at a gentle heat 
(comp. p. 228). The combined carbon combines with the 
nascent hydrogen, and is evolved together with the excess of 
this gas : the graphite remains undissolved. Filter the 
residue through asbestos, contained in a short piece of com- 
bustion tube (fig. 59, p. 230), wash it with hot water, then 
with potash, alcohol, and a little ether. Dry it, mix it with 
a little copper oxide, and bum it in a stream of oxygen as 
directed on p. 233 (see fig. 60). On deducting the weight of 
the graphite thus obtained from the total amount of the car- 
bon, the difference gives the quantity of combined carbon. 
This process is the most uniformly accurate, but for technical 
purposes it may be thus simplified. Treat the weighed sample 
of iron with dilute hydrochloric acid, and when the metal is 
nearly dissolved, add a large quantity of strong hydrochloric 
acid. The insoluble matter is collected on a weighed filter, 
washed with hot water, with dilute hydrochloric acid to re- 
move iron, and with potash to remove silica. In washing with 
the alkali there is occasionally a brisk evolution of hydrogen, 
owing to the oxidation of the silicon to silicic acid. The 
insoluble matter is lastly washed with alcohol and ether to 
remove any traces of adhering hydrocarbons, dried at 120° 
and weighed. The filter is thrown into a small platinum 
crucible, and incinerated : the weight of the residue, less that 
of the filter-ash, gives the amount of silica (and titanic acid) 
mixed with the graphite. 

Estimation of Combitied Carbon in Steel and Wrought Iron, 

E^ert^s Method, — In the case of metallic iron containing 
but a small proportion of combined carbon, this method is 
readily applicable. When such iron is dissolved in nitric 
acid, the solution becomes coloured more or less brown in 
proportion to the amount of carbon present ^comp. p. 22q\. 
By comparinj the dQ^th of this coloTatVoxv mXjcv \\\':i\. c/l ^ 
standard tint, equivalent to a known quaiiUX^ ol c^.x\>a^^ "^^ 
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determination of the combined caAoa in a 
or wrought iron may be made in a yeiy riwct laa^wkitk 
great accuracy. The procent is thcrefixe eegmSgiq^ 
cable in steel works, where such determjiwrions aieof fie^Btf 
occurrence. It is thus conducted. Two dun 
made of the same glass, are divided into .0-5 cubic 
by means of a pipette, the graduation being 8ciatidied«Blk 
side by a diamond. A piece of steel weig^iiiig not lev An 
zoo grams, supposed to contain from 07 to i-o per ccsnt^d 
carbon, is finely powdered, and the amount c^ carbon it coi> 
tains determined by one of the mediods above descdfadL 
As this sample is to serve as die standard of conqwrina^ 
the amount of carbon which it contains most be estimrtnil 
with the utmost possible accuracy : it is advisable therete 
to make several determinations^ and to take die mean of die 
results. Supposing, for the sake of illustration, that the 
sample contains 0*75 per cent carbon. One decigram of 
the steel or wrought iron to be tested, and one decignun of 
the standard steel (containing 075 per cent carbon), are 
weighed out with the greatest accuracy on small tared watch- 
glasses. The samples are brought into thin dry test-tubes, 
antl covered with about 2 cubic centimetres of dilute nitric 
nc^id (sp. gr. 1*2), perfectly free from chlorine. In a few 
minutes the greater portion of the metals will be dissolved 
The tubes are placed in a beaker containing water at 80', 
which is maintained at this temperature until all action on 
the metals is at an end. In the case of steels this ceases in 
about two hours. Allow the tubes to cool, and decant the 
clear supernatant liquid from the undissolved matter into the 
graduated test-tubes ; the solution of the standard steel is 
I)ourecl into the one tube, that of the iron into the other. 
To each portion of residue add two or three drops of nitric 
acid, and heat gently over the lamp : if no further evolution 
of gas occurs, the insoluble matter consists merely of silica or 
graphite. Allow these solutions to cool, and add them to 
the contents of the graduated tubes. Dilute the solution 
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X)f the standard steel until it exactly measures 7*5 cubic 
rcentimetres : each cubic centimetre is equivalent therefore 
to o'oooi gram of carbon. Now add water, drop by drop, 
to the liquid contained in the other tube, agitate the 
mixture, and compare the tint with that of the hquid in , 
the standard tube. If the tints are equal read oflf the 
volume of the liquid : each cubic centimetre represents one 
■tenth per cent of combined carbon. Thus, supposing 
that on diluting the liquid to be tested to 4*5 cubic centi- 
metres it gave a depth of colour equivalent to that of the 
'standard solution, then the sample contains 0*45 per cent. 
carbon. It must be remembered that this method is 
strictly comparative : to ensure accuracy the circumstances 
of temperature, time, amount of acid used, &c., must be as 
nearly as possible identical. The normal solution must 
be prepared afresh for each series of comparisons, as it 
gradually becomes paler on keeping, especially if exposed 
to light. 

When such determinations of carbon in steel or wrought 
iron are of frequent occurrence, as in iron works, it is more 
convenient to prepare a number of tubes containing the 
brown solution, corresponding to different percentages of 
carbon. The coloured solutions may h*i readily obtained by 
digesting roasted coffee in dilute spirit : if kept in the dark 
when not in use they maintain their intensity of colour un- 
impaired for a long time. Fig. 61 represents a wooden frame 
containing the tubes : these are about ^ of an inch in dia- 
meter, and about 3^ to 4 inches long. The tubes after the 
introduction of the properly-diluted soluti-^ns are hermetically 
sealed. The liquid in the tube placed in the second hole 
in the rack is made to correspond to the tint of a solution 
of I gram of steel containing 0*02 per cent, of combined 
carbon in 15 cubic centimetres of nitric acid of sp. gr. 
1-20. The solution in the tube in the fourth hole cor- 
responds to that of the same quantity of iron containing 0*04 
per cent carbon ; and so on in regular succession, each tube 
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Increasing in value t^ 0*09 per cent The last tube Is eqmw' 
lent therdbre to 0-3 per cect. The process is thus conduaed; 




I gram of Ae iron or sted to be tested, in the state of fiw 
powder, is weighed out into a large test-tube, and digestedal 
70* or So" with 10 cubic centimetres of the dilute nitric add, 
Iree from chlorine, for about half an hour. The soludon is 
quickly cooled by immeising the tube in cold water, and is 
filtered, without tiie residue being disturbed, through a tmS 
dry filter into a test-tube of the same size and made of Ibe 
same glass as those containing the standard solutions. The \ 
insoluble matter is then treated with 5 cubic centimetres of ' 
the nitric acid, heated gently, and the solution added to the 
main portion. The entire solution is mixed by shaking, and 
its colour compared : the holes jn the stand allow the tube 
to be placed side by side with the standard solution : the 
number affixed to the tube with which it corresponds in 
colour indicates the percentage amount of carbon in the 
sample. If the steel or wrought iron contains more thano'j 
per cent, of carbon, 0-5 gram is taken, or the solution is 
diluted with an equal volume of water, shaken, and half of 
it poured away. The comparison is assisted by placing a 
white screen of paper behind the tubes. In this manner a 
carbon determination may be made to within 'oi per cenL 

Estimation of the Sulphtir.~V^&Ti iron containing sulphur 
is treated with hydrochloric acid, the whole of the sulphur is 
evolved as sulphuretted hydrogen. By passing the sulphu- 
Tetted hydrogen into a solution ot \)TDTO\Tift its. hYdrocWoric 
acid, it is completely absorbed and con%en.ed wito ^^a^vkk. 
scid; by converting the sulpbuTic acid"voMi\»fw«i ««&iJca» 
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mount of sulphur may be readily determined. The 
atus required for the purpose is seen in fig. 62. The 
of 150 cubic centimetres capacity is fitted with a 
chouc cork, which has previously been boiled in dilute 
c soda to remove the sulphur contained in it : the 
is pierced with two holes, into one of which fits a 
bt piece of tubing, curved at its lower extremity : near 



Fig. 62. 




pper end is a bulb filled with dilute hydrochloric acid : 
iibe is closed by means of a small piece of clean caout- 
c tubing and a clamp. The second hole of the cork 
lins a tube bent at right angles, to which is adapted a 
[ U-tube, containing the solution of bromine. It will 
;en by the arrangement of the glass tubes ^Vv^X. ^^ ^^ 
s twice through the liquid contained *\n >i^e "Vi-X.^^^- 
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Into the flask weigh out 10 or 15 gnms of the liEEetf dniilu 
iron, ^l the bulb with moderatelj dilnted Iq^dfocUodc adM 
insert the cork, open the damp, and fay a^Miatioii it^l] 
exit-tiibe of the absorption appaiatus'brii^ die add 10^^^ 
flask. Heat the flask gently, and introduce fiedi add Ml 
time to time until the .iron is completely' dissolved GM^I 
nect the U-tube with an aspirator, and gently diaw a cmMtt 1 
of air through the apparatus to remove the last trwa^*] 
sulphuretted hydrogen in the flask. Transfer die fiqpil 
from the U-tube to a beaker, boil to expel excess of brooii^ | 
and add barium chloride. 

It is always advisable to test the solution of ferrous dikdde 
for sulphuric add by concentrating it, and adding one ortit 
drops of barium chloride : if any predpitate is thus obtaineiilk' 
is to be filtered ofi*, washed, dried, aaid weighed. The insohbk 
residue should also be tested for sulphtir by fusing it wilk' 
nitre and-sodium carbonate, dissolving in water, and tesdif 
the acidified solution with barium chloride. Usually, bov- I 
ever, the residue will be found to be quite finee fitxn dB 
substance. A very convenient method of convertfflg 
the sulphur in iron to the state of sulphiiric add consists 
in absorbing the sulphuretted hydrogen in a dilute solution 
of potash or soda free firom sulphate. Decant the alkaline 
solution into a beaker, add a few drops of bromine free 
from sulphuric acid, heat gently, acidulate with hydro- 
chloric acid, boil, add a few drops of barium chloride, and 
after standing about twenty-four hours filter off the precipi- 
tated barium sulphate. 

The sulphuretted hydrogen may also be absorbed by a 
dilute solution of a cadmium salt : the cadmium sulphide 
l^ossesses the advantage that it can be dried at 100® without 
alteration. 

When a number of estimations of sulphur in iron have to be 
made, it is convenient to employ a volumetric method to 
determine the sulphuretted hydrogen evolved. Both the 
following plans will be found to give concordant results. 
The U-tube (fig. 62) is filled with a solution of caustic sodi 
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( I of soda to s of water) to absorb the sulphuretted hydrogen. 
The operation of dissolving the iron is made exactly as in the 
foregoing methods. When the action is at an end, pour the 
contents of the U-tube into a large beaker, dilute with about 
200 cubic centimetres of boiled water, acidify with hydro- 
chloric acid, add a little starch paste, and add standard 
iodine solution until the solution is turned blue. 

Or wash the alkaline solution into a small beaker 
containing water, to which a measured quantity, say 10 
cubic centimetres, of deci-normal arsenious acid solution 
is added. Add hydrochloric acid to distinct acid reaction, 
set aside for a few hours in a warm place, dilute to a de- 
terminate quantity, say 100 cubic centimetres, filter through 
a dry filter, withdraw 25 cubic centimetres of the filtrate, 
neutralise with sodium bicarbonate, add a small quantity of 
starch liquor, and a dilute solution of iodine from a burette 
until the blue colour is permanent. The determination is 
repeated with a second portion of 25 cubic centimetres. 
This method is based upon the following reaction between 
the arsenious acid solution and the sulphuretted hydrogen : 

AS2O3 -f 3H2S = AS2S3 -f 3H2O. 

I cubic centimetre of deci-normal arsenious acid solution = 
0*0024 gram sulphur. With proper care this method affords 
very accurate results. 

Determination of Nitrogen, — From the experiments of 
Schafhautl, Despretz, Boussingault, Fr^my, and others, it 
appears that nitrogen is an invariable constituent of cast and 
wrought iron, and steel ; some of these authorities are of 
opinion that when present in estimable proportion it exerts 
a marked influence upon certain of the physical properties 
of the metal. The iron is said to be rendered white and 
brittle and less liable to change in the air or water (Des- 
pretz ; Buff). According to Frdmy the nitrogen exists in 
the iron in two conditions^ since when lYve TaaVa\\s» &\^s^^^ 

R 
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in hydrochloric acid, a portion is converted into ammooia, 
whilst another portion remains in combination with the car- 
bonaceous residue. On the other hand, Erdmann, Stahl- 
Schmidt, Stuart, and Baker assert that the quantity of nitro- 
gen usually present in iron is too minute to have the least 
influence upon the metal. The following methods of deter- 
mining the nitrogen present in iron are due to Ullgren.* 

Determination of the Nitrogen which forms Ammonia on 
dissolving the Iron in Hydrochloric Add, — About 2 grams of 
the finely- divided iron are treated, in a flask provided with a 
bent tube, with a solution of 10 grams crystallised copper 
sulphate, and 6 grams fused sodium chloride. When the iron 
is dissolved, add excess of boiled milk of lime, boil for some 
time, and determine the evolved ammonia as in No. VIII. p. 94. 

The quantity of the ammonia in the distillate, if very 
minute, may be determined by Nessler's method (see Water 
Analysis). 

Determination of the Nitrogen present in the Carbonaceous 
Residue. — By combustion with mercuric sulphate, and 
measurement of the evolved nitrogen. The apparatus em- 
ployed for the purpose is seen in fig. 63. a is a piece of 
combustion tubing about 30 centimetres long ; it is filled as 
far as b with 1 2 grams of dry magnesite or bicarbonate of 
soda. From ^ to ^ is placed the mixture of about ot gram 
of the carbonaceous residue (dried at 120-130°), with from 3 
to 4 grams of the mercuric sulphate. The mixture is made 
in a small glazed porcelain or agate mortar, which is rinsed 
with a fresh portion of the sulphate after the introduction of 
the mixture. From tr to ^ is a layer of coarsely-powdered 
TDumice, previously mixed with mercuric sulphatef and a little 
^ater, and dried : its object is to prevent the possible evolu- 
n of carbon monoxide. The remainder of the tube is 

*>- d. Chem. u. Pharm. cxxiv. 70, cxxv. 40. 

"ation of the mercuric sulphate. This salt is obtained by 
'^4 parts of mercury to 5 parts of strong boiling sulphuric 
'g the mixture unl\\ svxVpVvMt ^\oyA^^c«asfts» Xa ^ ^volved^ 
converted into a dry sa\m^ loasa. 



Wrought and Cast Iron, &c. 



24J 



filled with fragments of pumice soaked in a concentrated solu- 
tion of potassium bichromate, and allowed to drain: its object 
is to absorb the sulphur dioxide which is disengaged. The 
various mixtures are separated by plugs of recently-ignited 



Fig. 63. 



M 



I 



d\ 




asbestos. The tube is fitted with a caoutchouc cork and 
bent tube. The vessel b is designed to collect and measure 
the evolved nitrogen. The narrow portion holds about 20 
cubic centimetres, and is graduated into xV^^s of a cubic 
centimetre : the bulb holds about 40 cubic centimetres, 
and the lower portion from 20 to 30 cubic centimetres. Fill 
the tube with mercury and invert it in the trough. By means 
of a pipette pass up potash solution (i part potassium hydrate 
and 2 of water) until the bulb is nearly filled (to within 10 
cubic centimetres), and then add 15 cubic centimetres of a 
clear and saturated solution of tannic acid. Now gently 
heat the magnesite or bicarbonate of soda at the extreme 
end of the tube, and gradually heat the tube until about 
half the substance has been decomposed : the air within the 
apparatus is thus expelled. Bring the end of the delivery- 
tube under b, heat from d to c very gei\l\y Vo x^xcvon^ "axv^ 
moisture present, then heat from c to d gcadu^VVj \ zxA ^\^k^ 

R 2 
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this portion of the tube is neariy red hot, haaX Ae )M 
4 <: to a strong red heat Heatfrom^to^.iintQnoiBa«f!Mi] 
evolved, and sweep out the gases within the tube bjhaiAi| 
the undecomposed portion of magnesitc. Close tlw crf^ff 1 
B with the thumb, and transfer the tube to a vessel of lAkss 1 
the mercury and potash will be replaced by water; a^rik | 
the levels of the liquid within and without the tube, andnil •] 
off the volume of nitrogen, making the necessary omectiiM I 
for tension of aqueous vapour, tempeiature, uid yiimwfi \ 
and calculate the weight of the nitrogen found 

MtrminaHcm of the Siluon^ Iron^ Manganese, CMIt^ 
Nkket, Zifu, Abmina, Tronic Add, AUatUm Eertk^X 
and AUkdies.^--Vf tigh out about lo grams of the find^ 
divided iron into a porcelain basin, cover it with ahige 
watch-glass, and dissolve it in modecatdy dilute hydroddoiic 
acid, add a few drops of sulphuric add and evaporate to { 
dryness on the water-bath, heating until the mass no koger 
smells of hydrochloric acid. Moisten the dried salt in* 
hydn>ohloric acid, heat on the water-bath, add water, filterinto 
a ca|>;\cious iK>rcelain basin, wash and dry the residue. Set it 
aside aiid label it * Pjx V Heat the filtrate with nitric add, 
KmK advl NN'ater until the liquid measures at least 1,500 cubic 
eentinietres, and gradually add ammonium carbonate in dilute 
soluiion until the fluid just loses itstransparenc}'(it mustnot, 
!u>\>wen show any sign of distinct precipitate). Heat to 
boiliiig, and maintain the liquid in ebullition unril the car- 
K>nio aoivl is ex|>elled. If the solution is not too concen- 
traieti the ferric hydmie separates rapidly. Add now a fc* 
dn^ps of anunonia, filter, and wash the precipitate with water 
coutaiuing a little ammonium chloride. The only condition 
neoess;m' to ensure success is the proper dilution of Ac 
liquid : fv^r the quantity of iron taken it should not measure 
less than 1^ litre, Dr\- the washed precipitate, set it aside, 
and IxM it • Pi>, IV 
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Add ammonia in slight excess to the filtrate from * Pp. II.,' 
and boil until the free ammonia is nearly expelled, filter, 
and, without washing, redissolve in hydrochloric acid, and 
again precipitate with ammonia. Filter, wash and dry the 
precipitate : call it * Pp. III.' 

Mix the two filtrates, acidify with hydrochloric acid, con- 
centrate in a porcelain basin, transfer to a small flask, add 
ammonia and ammonium sulphide, cork the flask, and let 
the liquid stand in a warm place for at least twenty-four hours. 
Decant the clear fluid through a filter, and wash it with 
water containing a little ammonium sulphide ; allow it to 
drain as far as possible, spread the filter on a glass plate, and 
wash off the precipitate into a small flask ; add acetic acid, 
and cork the flask. Label the flask * Pp. IV.' 

Transfer the filtrate to a porcelain basin, evaporate, add 
nitric acid, and heat until the ammonium chloride is de- 
composed. Evaporate to dryness, dissolve in a little 
water, filter if necessary, add ammonium oxalate, and, after 
standing twenty-four hours, filter off the calcium oxalate, 
wash it and convert it into lime by ignition. Evaporate the 
filtrate to dryness in a platinum basin, ignite at first gently 
and then to a red heat. Treat with water, and filter off the 
magnesia and weigh it. The solution of the alkalies is acidi- 
fied with hydrochloric acid, evaporated to dryness, the mixed 
chlorides weighed, and separated as in No. IV. Part. II. 

The residue marked * Pp. I. ' contains the graphite, silica, 
a portion of the phosphorus as phosphide of iron, titanic 
acid, barium sulphate. Fuse it with sodium carbonate 
and a little nitre, soften the mass with water, add hydro- 
chloric acid in excess, evaporate to dryness and separate 
the silica. Weigh it, and treat it in a platinum basin 
with a moderately-concentrated solution of sodium car- 
bonate : if it dissolves completely, it is pure ; if a weighable 
amount remains, determine its quantity and test it fot 
titanic acid and hanxxm sulphate. To tV\e fv\\x3\e: Itotc^ ^^ 
silica, add ammonia., ^iter off any prec\p\lale ^\i\c)cv iorcas.^ 
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redissolve it in hydrochloric acid, and again add ammonia. 
Filter and dry, and add the precipitate which forms to 
*Pp. III.' To the filtrate add ammonium sulphide, and 
add any precipitate which separates out to * Pp. IV.* 
Test the filtrate for the alkaline earths in the manner 
above directed, and if their amount admits of determination, 
weigh them. 

* Pp. II.*and *Pp. III.* contain the ferric oxide and alumina, 
and the small quantity of titanic acid which may have 
l)assed into the hydrochloric acid solution. The mixed pre- 
cipitates are placed in several porcelain or platinum boats, 
and strongly ignited in a glass tube in a current of dry 
hydrogen until the formation of water ceases. Allow the 
reduced metal to cool in the current of the gas, and treat 
the mixture with dilute nitric acid (i part of acid to 30 of 
water), until the iron is dissolved : filter the liquid into a 
litre flask, dilute to 1,000 cubic centimetres, and determine 
the iron by precipitating an aliquot portion by means of 
ammonia. This method is better than that of determining 
the iron in a fresh portion of tlie sample, unless the sample 
is perfectly homogeneous. The residue left after treatment 
with dilute nitric acid is fused with acid- potassium sulphate, 
digested with water, and any residual silica filtered off and 
weighed. The filtrate is boiled for some time, and if any 
titanic acid separates out, it is filtered off and weighed. Add 
ammonia and boil : dissolve the precipitate in hydrochloric 
acid, transfer the licjuid to a small test-tube, add a litde 
tartaric acid, then ammonia, and ammonium sulphide. 
Allow the liquid to stand until any iron sulphide which fomis 
has completely settled, filter, redissolve in hydrochloric acid, 
boil with a fiew drops of nitric acid, add ammonia, and filter 
'ff the ferric hydrate ; dry, ignite, and weigh. To the yellow 
Tate containing the alumina, add a little pure sodium 
•^te and nitre, evaporate to dryness, and ignite until 
's completely white. Rinse the residue into a 
olve in hydrocVv\oT\e slCa^, 2ltv^ ^^^ ^^q,^sr. c^C 
Iter off the pxedpitale, ^^a.%\\,e^x^,^xA^^\'^"^ 
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f. Mix the filtrate with a few drops of magnesium sulphate 

:! solution : if a precipitate of magnesium-ammonium phosphate 

ij forms after standing, calculate the weighed precipitate as 

t AIPO4. If no precipitate is formed, the amount of phosphoric 

» acid, determined as under, is to be subtracted from the 

..^weighed precipitate. The remainder gives the amount of 

t alumina. This precipitate will also contain any chromium 

^ present in the iron. Its amount is in general exceedingly 

1 minute. In case the quantity happens to be more consider- 

'^ able than usual, fuse the mixed oxides with a little sodium 

; carbonate and nitre, dissolve in water, add a small quantity 

of ammonium nitrate, evaporate nearly to dryness, add a little 

water, filter, reduce the alkaline chromate with sulphurous 

acid, and precipitate the chromic oxide with ammonia, boil 

tor some time, filter, dry, and weigh. The difference 

between the weight of the oxide thus obtained and that of 

the original precipitate gives the alumina. 

* Pp. IV.' consists principally of manganese sulphide : 
it may also contain zinc, copper, nickel, and cobalt By 
digestion with acetic acid the greater portion of the man- 
ganese sulphide will have been dissolved : filter, spread the 
filter containing the residue on a glass plate, and wash the 
precipitate into a small beaker containing sulphuretted hy- 
drogen water acidulated with hydrochloric acid. Allow the 
Hquid to stand for a short time : the zinc and the remainder 
of the manganese pass into solution ; the copper (which is 
estimated as under), cobalt, and nickel remain undissolved. 
Filter, evaporate the acid solution to a few cubic centimetres, 
add excess of soda solution, boil, and filter off any man- 
ganese precipitated, redissolve it in hydrochloric acid, and 
add the liquid to the acetic acid solution. Pass sulphuretted 
hydrogen through the alkaline filtrate and treat the zinc 
sulphide as in No. XIII. Part II. p. 106. 

The filter containing the nickel, cobalt, and copper is dried 
and incinerated, dissolved in a few drops of aqua regia, 
treated with sulphuretted hydrogen, fvltet^d \l xv^cj^^'tax?^ ., 
and the nickel and cobalt separated as m^o.^XN\.^^^^ 
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To tbc iohitioii contuning the wtaw p u ft f^ add lodM 
caibonate in di^t excem, bdl, filter, wash the bubmH 
carbonate, and ignite it until the weig^it is copstant. hm 
risti of mangftno-manginic oxide. Caie most be ti^DH 
remove the predpitate as oom|detdy as possible ftonjl 
filter before it is indnented. 1 

Dderminatiam rf the Phosphanu^ Caffper^ ArsaA^ m 
Aniinumy. — ^Weigh out about lo giaii» of tibe iron intMJ 
of fine powder into a capacious flask, place a small fimadi 
the neck, and pour strong nitric add in small quantiti^l 
a time over die metaL Warm the liquid, and wfaea i 
visible action is at an end, beat the residue with a fi«h|a!|A 
tion of nitric acid. Mix the solutions^ add bydiochloricdll 
and evaporate to complete dryness : again add hydrocUoKl 
add and evaporate a second time to dryness. Dis8dlfei|| 
water, and saturate the liquid with sulphuretted hydvopiL 1 
After the predpitate has completely settled, filter into a 1 
large flask, dry the predpitate, and digest it with carixn 
disulphide to remove the sulphur. Separate the coppo;' 
arsenic, and antimony in the black residue which remains, 
according to No. XVI. Part IV. 

Pass a current of carbonic acid through the filtrate con- 
tained in the flask to dissipate the dissolved sulphuretted 
hydrogen^ add a small quantity of ferric chloride solution, 
nearly neutralise with sodium carbonate, add a little barium 
carbonate, and cork the flask ; after standing about twenty- 
four hours, the precipitate will contain the whole of the 
phosphoric add ; filter it off, wash, dissolve in hydrochloric 
acid, remove the barium by the addition of sulphuric ac^ 
filter, concentrate the filtrate, add molybdic acid solution, 
and proceed as in No. XIX. Part IV. p. 218. 

I'he residue unattacked by aqua regia not unfrequently 
<'ontains phosphide of iron. Fuse it, therefore, with sodium 
carbonate and nitre, extract with water, and test the solution 
for phosplioric add. 
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Determination of Admixed Slag in Cast Iron, 

By treating a piece of the metal by Weyl's method (p. 23 1), 
irith very dilute hydrochloric acid, any admixed slag is not de- 
s^Dmposed, and remains with the graphite, &c. The residue is 
-oUected on a filter, washed, and ignited in a platinum crucible 
i.Yitil the carbon is consumed. The ignited mass is boiled 
•vith solution of sodium carbonate to dissolve the free silica, 
the insoluble matter ignited first in a stream of hydrogen, and 
then in dry chlorine (free from air), and treated with dilute 
hydrochloric acid, and again with boiling sodium carbonate 

Wution. Filter off the insoluble matter, dry it, and weigh 

it as slag. 
The following analysis by Fresenius of * Spiegel-eisen,* 

produced from the spathic ore of Stahlberg, near Miisen, 

was made by the foregoing method : — 



Iron . 


. 82*860 


Magnesium 


. 0-045 


Nitrogen . 


. 0*014 


Manganese 


. 10707 


Calcium . 


. 0091 


Silicon « 


• 0997 


Nickel 


. 0016 


Potassium 


. 0063 


Carbon ^ 


• 4323 


Cobalt . 


trace 


Arsenic . 


. 0*007 


Slag . 


. 0*665 


Copper . 
Aluminium 


o'o66 


Antimony 
Phosphorus 


. 0*004 
. 0*059 






. 0077 




xoo'014 


Titanium . 


• o'oo6 


Sulphur . 


• 0*0x4 







XXII. Iron Slags. 

The slag produced in the manufacture of cast iron may be 
regarded as a double silicate of lime and alumina, in which a 
[)ortion of the lime is replaced by ferrous and manganous 
oxides, magnesia, and alkalies. Phosphoric acid and calcium 
sulphide are also usually present. The average comjjosition 
of the blast-furnace slag is represented by the following 
analysis : — 

Sulphur . . 0*92 
Phosphoric acid 0*15 

100*32 



Silica . . 41*85 


Lime 


. 30*99 


Alumina . . 14*73 


Magnesia . 


. 4*76 


Ferrous oxide . 2*63 


Potash 


1*90 


Manganous oxide 1*24 


Calcium . 


. x-is 



Occasionally, however, either from carelessvv^^^ ot ^\^\cv 
defective working of the furnaces, the amout\X ol \\otv\Tv^^ 
ilag is considerably augmented. Some s\a;gs aie eoTK^\^\j^^ 
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decomposed by treatment widi 

are only partiaUy acted upon. AH of 

lesi sulphuretted hydrpgen oa lieatiDg widi lyAadlpij^i io 

acid. The amount thus evolved majbe 

of the methods described on p. 239. 

The methods of analysis described in Noa. XL 
Part 11. are generally applicable to dags iriudi 
action of hydrochloric add. 4Bil»Tt 

A very convenient method of deoomposing d^siiltvicce 
heat them in a findy-divided state in a sealed tidw fv*<^||^ 
hours for aoo^ in an air bath, with a mixture of dnee 
by weight of strong sulphuric add and one of watcTy c 
hydrochloric acid containing 25 per cent HCL AboittoK 
gram of the powder is introduced into a strong tnbe «{ 
Bohemian glass rounded at one end ; die other end is thid^ 
ened b,efore the blow-pipe. and drawn out. Addtheaciii 
and carefully seal the tube. When the action is at an endt 
open the tube after cooling, and rinse out its contents into & 
porcelain dish, and evaporate to dryness in the ordinary 
way to render the silica insoluble. The remainder of the 
analysis is conducted after Nos. XL and XII. Part II. This 
process is often applicable to the analysis of natural silicates: 
the determination of mixtures of ferric and ferrous oxides 
may also be conveniently made by this method. 

Tap-cinder may be analysed by the above method, or 
according to the processes given in Nos. XX. XXI. Part IV. 

XXIII. Assay of Zinc-Ores. 
From o*5 gram to i gram (according to its supposed rich- 
ness) of the finely-powdered ore is dissolved in aqua regia, 
the solution is evaporated to dryness, the residue heated 
with water, filtered, and mixed with ammonium carbonate 
and ammonia solutions. The liquid is gently heated on a 
sand-bath for half an hour, filtered, and the insoluble matter 
wnshed with ammonium aceUle soVutvoxi* TVv^ titrate con- 
taming the zinc is mixed witV^ aiv excess ol ^^m ^j^ 
n^oniurn sulphide, and after ^^-^-J^:S^C:^^ 
^pematant liquid is poured ou to a »*>5> 
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:ipitate is washed first by decantation and afterwards on the 
liter with warm water containing ammonia, until the filtrate 
10 longer discolours an alkaline solution of lead acetate. 
The filter is pierced, and the zinc sulphide is carefully 
crashed down into a 500 c.c. flask containing an excess ot 
*erric chloride solution and some free hydrochloric acid. 
The flask is well closed and set aside in a warm place for a 
short time. The mixture should occasionally be agitated to 
accelerate the reaction. The zinc sulphide in contact with 
the ferric chloride and free hydrochloric acid is converted 
into zinc chloride, sulphur is separated, and the iron is re- 
duced to the state of ferrous chloride. 

ZnS + Fe^CU = ZnCU + 2FeCl2 + S. 

The solution (which should have a yellow colour, indica- 
ting an excess of ferric chloride, and be free from any smell 
of sulphuretted hydrogen) is diluted to the containing-mark, 
well shaken, and an aliquot portion of the liquid titrated 
with acid-chromate of potassium solution. If the liquid is 
quite cold and dilute, the free sulphur exercises no influence 
upon the result 

The alkaline solution of zinc may also be titrated with a 
solution of sodium sulphide of known strength. This method 
is largely used in many zinc works on the Continent. 
Saturate a solution of soda with sulphuretted hydrogen, and 
add a second quantity of the alkaline liquid until the smell 
of the gas is no longer perceptible. Dissolve 10 grams of 
pure zinc in dilute sulphuric acid (taking care not to use a 
very great excess of acid), and dilute the solution to i litre. 
Also dissolve a few crystals of sodium tartrate in water, add 
a small quantity of caustic soda and lead acetate, and heat 
the mixture until the liquid is clear. 

Transfer 25 c,c. of the standard zinc solution to a beaker; 
add a mixture of ammonium carbonate and ammonia sufti- 
cient to redissolve the precipitate first formed, and spread a 
few drops o^ the aikaline lead solution ot\ a^\^Q.^ Ci^ ^V\fc\- 
ya per placed on a porcelain slab ot p\a\.e, a.t\^ twtv \xv n^vs. 
7Jution of sodium sulphide until a drop oi \!cveX\Q^\^ ^'^'^- 
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drawn by a glass rod and broog^t into contact mdi Ae Mil! 
aceUtc fonns a black ring at the point of contact Ui 
saiy, the solution crftfae sodinmsnlphide i« difaited toa 
venient strength for titiation. and its exact value agnadB- 
termined in the above manner on quantities of 25 c& orss 
CO. of the standard zinc sohitioii. 

The amount of zinc in the ammoniacal liquid ofaiaiMl 
by treating the ore is then determined in enctl^ tlie mm 
manner by the sodium sulphide solution. The aUc ng lh flf 
the solution of sodium sulphide must be se-detennined bete 
each series of experiments, as it eiqieriences alteration hf 
exposure to the air. 

Many zinc-blendes contain notable quantities of coppo^ 
which by combining with the sodium sulphide increases till 
amount of zinc apparently present The safest pdan in sod 
a case is to remove the copper by sulphuretted hydrc^gen id 
an acid solution ; filter, evaporate the filtrate with nitric add^ 
dilute, add ammonia, and proceed as directed. 

In the case of ores which contain alumina and manganese, 
zinc is more accurately estimated by a standard solution of 
potassium ferrocyanide. The solution of the ore prepared 
as above is acidified with hydrochloric acid, and the ferro- 
cyanide solution (previously standardised by means of pure 
zinc) is added until a drop withdrawn from the liquid gives a 
brown colour with solution of uranium nitrate placed on a : 
porcelain slab. (Comp. pp. 333, 334.) 

XXIV. Assay of Tin-Ores. 

The amount of tin in its ores may be easily estimated by 

fusing with potassium cyanide : the process, although not 

absolutely correct— especially in presence of lead or copper 

— yields results of sufficient accuracy for technical purposes. 

About 6 or 8 grams of the finely-powdered ore is placed in 

a smooth porcelain mortar, and intimately mixed with five 

times its weight of commeTc\a\ poVas&\>\tsi c^amde« The 

mixture is projected into a srnaW c\a.y ct>\c^\t,\x\ >^^\^Vtfm 

ofivhich a quantity of powdered ^^oXa^sixxm c>jmcA^\i»\s«ss 

i 



r 



Tin-Ores. 253 

previously placed, sufficient to form a layer of i or 2 centi- 
metres in depth, and the mortar is rinsed with a fresh quantity 
of cyanide, which is poured on the top of the mixture. It 
is advisable by way of control to prepare two such crucibles, 
and to take the higher result as the true one. The crucibles 
are heated to a moderate red heat, and the cyanide is kept in 
fiision for 10 or 15 minutes : they are removed from the fire 
and gently tapped, to promote the formation of a single 
button of the reduced metal. After cooling they are broken, 
and the buttons of metal are extracted and weighed after 
the adhering flux has been removed. The saline mass 
should be triturated with water in order to be certain that 
the reduction has been effectual and that the whole of the 
metal has been collected in one piece. The silica in the ore 
unites with the alkaline carbonate always contained in the 
commercial cyanide. If the ore contains any considerable 
portion of lead or copper, these must first be removed by 
digestion with strong hydrochloric acid. 

XXV. Separation of Tin from Tungsten. 

Commercial stannates of soda are frequently mixed witli 
sodium tungstates. The best method of determining the 
proportion of the two acids is to fuse the mixture with 
potassium cyanide, when the tin only is reduced to the 
metallic state. About 2 grams of the powdered salt is 
mixed with four times its weight of fused and powdered 
potassium cyanide, and the mixture heated in a porcelain 
crucible. By treating the fused mass with water the alkaluie 
tungstate dissolves, together with the excess of the cyanide : 
the reduced metal is washed, and converted into oxide by 
treatment with nitric acid. The filtrate is heated with nitric 
acid to decompose the potassium cyanide, evaporated nearly 
to dryness, the residue dissolved in alkali, acidified with 
nitric acid, and the tungstic oxide precipitated by rtv^'OtTsSk ^^ 
mercurous nitrate. The mercurous tungstale I's. -w^.^^^ ^\^ 
wBter containing a little mercurous mtrate^ dived, ^xA coti- 
verted into tungstic oxide by ignition in coutacX. vnOcv^^^- 



254 Quantitative CJiemical Analysis, 

XXVI. Wolfram. 

This mineral is a tungstate of iron and manganese 
(FeMn'') WO4, in which the proportion of the two metals is 
variable. It occurs associated with tin ore, tungstate of cal- 
cium, galena, &c., in Cornwall, Cumberland, in the Hebrides, 
France, Bohemia, and North America. 

The finely-divided mineral is heated with aqua regia until 
it is completely decomposed. The solution is evaporated 
to complete dryness over the water-bath, water added, and 
the manganese and ferric chlorides filtered oflf. The residual 
tungstic acid is washed with alcohol, dissolved in ammonia, 
the solution filtered from any residue, evaporated to dryness 
in a capacious porcelain crucible, gently heated to expel 
ammonia, and ignited in contact with air. The tungstic 
oxide is then weighed ; it should have a pure yellow coIouTi 
free from any greenish tint. 

Test the residue for niobic acid* by heating it in the 
Bunsen flame >vith microcosmic salt : the oxide of niobium 
forms a colourless bead in the outer flame, but a violet- 
coloured bead inclining to blue in the inner flame if the fused 
salt is saturated with the oxide. By adding a trace of ferrous 
sulphate the colour is changed to blood-red. As very similar 
reactions are afforded by tungstic oxide, care must be taken 
to ensure that the whole of this substance is removed bv 
ammonia before the test is made. Another portion may be 
heated with a bead of sodium carbonate, by which it is dis- 
solved, forming whilst hot a transparent mass, which becomes 
turbid on cooling ; if whilst still hot it is moistened with a 
drop of tin chloride, and heated in the lower reducing flame, 
it gives a grey mass, which dissolves in hydrochloric acid, 
producing a light amethystine tint. 

The alcoholic filtrate is evaporated to dryness, the residue 
dissolved in water, and the iron and manganese separated 
as in No. XIX. Part IV. p. 220. 

* Columbitc, a niobatc of iron and manganese, not unfrequently oc- 
curs associated with wolfram- 
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XXVII. Scheelite (CaW04). 

This mineral is readily decomposed by strong nitric acid. 
The solution is evaporated nearly to dryness, alcohol added, 
and the liquid filtered. Tungstic oxide is left undissolved : 
calcium nitrate goes into solution. The oxide is treated in 
the maimer above described : the solution is evaporated 
nearly to dryness, water added, and the lime estimated in 
the usual manner. 

XXVIII. Galena. 

This substance is essentially lead sulphide, but it is almost 
invariably mixed with more or less iron, copper, silver, anti- 
mony, and zinc, and silicious matter (gangue). 

Determination of the Sulphur. — ^The ore is reduced to the 
finest powder and dried at 100°. About i gram of the sub- 
stance is weighed out into a large porcelain crucible, gently 
heated with potash solution (free from sulphate) for an hour, 
and a slow current of chlorine conducted into the liquid. 
The galena by this treatment is decomposed ; the sulphur is 
oxidised to sulphuric acid, which combines with the potash, 
and the lead is converted into binoxide. The liquid is fil- 
tered, acidified with hydrochloric acid, and the sulphur 
precipitated as barium sulphate. 

Determination of the Lead ^ Iron, Zinc, o^c. — About 1*5 to 
2 grams of the ore are oxidised with red fuming nitric acid 
(b.p. 86°) in a flask, in the mouth of which is placed 
a small funnel. The sulphur is thus completely oxidised, and 
the galena converted into lead sulphate. Evaporate off the 
excess of acid, and add about 5 cubic centimetres of 
moderately-strong sulphuric acid, and evaporate nearly to 
dryness. Add about 20 cubic centimetres of water, filter, 
wash the residue with water containing sulphuric acid, and 
remove the sulphuric acid by washing with alcohol, otherwise 
the paper will fall to pieces on being dried. Do not mix 
the alcoholic washings with the acid fvltraXe. T\v^ Vi^'c^-axv^j^ 
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of washing must be done widioiit ddbgr» and wMi ai WHfi 
water as possible, otberwise apen3q[»tible amoontof IfidiwHii 
phate will be dissolved. The lesidue in die 'fiber ii dniHii 
and Ignited in a weighed porcelain qmciUe ; one mart iMi 
taken to remove as much d[ the lead sulfJiate as pooMH^ 
fix>m the paper before indneratkm. The ash inqr ^^'^^ 
moistened with one drqp of nitric add and then one dnpCl^ 
sulphuric acid, and the whole carefully dxied, ignited, iM ■ 
weighed. The substance consists of lead sulphate nitfi w 
with sand, silica (gangue). When weig^ied, it is uuiMjfW 
transferred to a small beaker and heated with hydni dA ff fc 
add, which dissolves the lead sulphate, leavii^ the siBck^Vo 
matter unchanged Allow the liquid to become deu l^W 
standing, and pour it through a small filter, again digestvil^ff^ 
hydrochloric acid and again filter, repeatipg this treatiBal^l*^ 
three or four times until the filtrate is no lopger bladrgsci-fr 
by sulphuretted hydrogen water. Wash the residue on t» V 
the filter with hot water, dry and weigh, and subtract ik ■> 
weight, minus the filter ash, fiom the original wdghing : dK V 
difference gives the amount of lead sulphate. 1^ 

Pass sulphuretted hydrogen through the filtrate, and deter- 1' 
mine the copper and antimony as in No. XVI. Part IV. I 
Iron and zinc are precipitated from the filtrate, after treat- w 
ment with sulphuretted hydrogen, by means of ammonium m. 
sulphide : they may be separated as in No. XVI. Part IV. |r 

Determination of Silver in Galena. — Galena rarely con- I 
tains as much as 0*5 per cent of silver, but this metal can be I 
profitably extracted, even when it does not exceed one- j 
twentieth of this amount in the ore. The exact determinar 
tion of the small quantities of silver almost universally present 
in galena becomes, therefore, a matter of importance. When 
an argentiferous galena is smelted, the whole of the silver is 
found in the reduced metal. About 50 or 60 grams of tSie 
finely-divided galena are mixed with twice their wei^t of 
sodium carbonate and 20 grams of nitre, and placed in a clay 
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crucible. A layer of well-dried common salt (about 8 or 10 
millimetres deep) is placed over the mixture, and the crucible 
Ls heated to bright redness. It is allowed to cool, broken, 
and the button of reduced lead extracted. This is flattened 
on an anvil and freed from slag, &c., by rubbing and washing 
with water. The followmg equation represents the reaction: 

4Na2C03+ 7PbS = 4Pb + 3(PbSNa2S) + Na2S04 + 4CO2. 

The object of the nitre is to decompose the double sulphide 
of lead and sodium : the lead is separated, and the sodium 
sulphide oxidised to sulphate. The button of lead (which 
should weigh from 35 to 40 grams, if the operation ha^ been 
properly conducted) is slowly dissolved in pure dilute nitric 
acid until about 5 or 10 grams of the metal remain : this is 
withdrawn from the solution. It contains the whole of the 
silver. It is dissolved in dilute nitric acid, and the solution 
is diluted with a large quantity of water. A few drops of 
highly- dilute hydrochloric acid are added, and the liquid is 
allowed to stand until the silver chloride has completely 
settled : this is filtered off, washed repeatedly with hot 
water, and weighed. (Compare also No. XXXIV. p. 279. 

The object of only partially dissolving the button is to 
avoid the presence of an undue amount of lead in solution, 
since the nitrate of this metal dissolves silver chloride to a 
perceptible extent. The results obtained by this method, if 
properly conducted, are more exact than those given by 
cupellation. 

A very ready method of assaying galena for technical pur- 
poses consists in decomposing the ore by means of zinc and 
hydrochloric acid. About 2 grams of the finely-powdered 
sulphide are weighed out into a lall beaker and covered with 
a. piece of pure zinc about an inch in diameter and a quarter 
of an inch thick.* Pour into the beaker about 120 cubic 
centimetres of dilute hydrochloric acid (i part acid to 4 of 

* Obtained by dropping the molten metal upon a smooth surface ol 
'\rood or metal. 

S 
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'Ait-rrs cover the beaker wiih a watch-glass, and gently heat 
'to 4c'- -'.r 5s'; for 15 or 20 minutes, occasionally stiiriDg 
the ii'^uid. When the evolunon of sulphuretted hydrogen 
cca-jcs, and the liquid becomes clear, the decomposition is 
co:iiple:e. The supernatant liquid is poured on to a filter, 
m which a small piece of zinc is placed, and the zinc and 
lead in the Leaker wa:>hed with hot water b}' decantation 
until the nitrate has no longer an acid reaction. The lead 
is trar<sferrcd to a weighed porcelain crucible, any portions 
adherlnj]; to the zinc being rubbed off by a glass rod The 
small particles on the niter are washed into a porcelain basin 
and added to the crucible. The water in the crucible is 
poured away and the lead gently dried in a current of coal 
gas to prevent it from oxidising. If gangue is mixed with 
the reduced lead, its amount mav be determined bv dis- 
solving the metal in dilute nitric acid, and washing, dr)'ing, 
and weiirhin;: the insoluble residue. 

XXIX. Refined Lead. 

Recent improvements in rennin^, and the introduction 
of such improved methods of desilverisation as Pattinson's 
crystallisation process or Parkes' zinc process, have so far 
perfected the process of manufacturing softened lead that 
this article seldom contains less than 99*9 per cent of the pure 
metal. Pure as such lead may appear, the presence in it of 
minute traces of iron, copper, &c., yet exercises a very im- 
portant influence in its application to the manufacture of 
vitriol chambers, evaporating pans, and to the preparation of 
white lead, tlint glass, 6cc. 

The following substances are found in refined lead : silver, 

>pper, bismuth, cadmium, zinc, iron, nickel, and antimony. 

'bait, arsenic, and manganese are seldom present in esti- 
'Ifi quantity. These metals are derived partly from the 
i pardy from the employment of Parkes' process, the . 
being introduced in the zinc used. 






Refined Lead, 259 

TJie Method of Analysis.^ — The lead to be analysed is 
t up into large pieces, and the surface of each piece is 
raped with a clean bright knife until it is perfectly bright 
<i free from any apparent impurity. Weigh otf two por- 
ms of 200 grams each of the lead into flasks of 1,500 
tic centimetres capacity, and add to one portion about 500 
bic centimetres oi pure nitric acid of sp. gr. 1*2, and so 
ich water that no lead nitrate separates out. The action 

the acid may be promoted by a gentle heat ; care 
1st be taken not to employ a greater excess of nitric acid 
Ln that given. The solution is allowed to stand from 1 2 to 

hours. Since 200 grams lead give 310 grams of nitrate, 
:i I part of lead nitrate requires about 2 parts of water 

solution, there is no possibility of lead nitrate separating 
t from the solution if it measures about i litre. If a crys- 
lisation occurs, it is a sign that too great an amount of 
ric acid has been used, lead nitrate being far more in- 
luble in dilute nitric acid than in water. 
To the other 200 grams add nitric acid of the above 
*ength in small portions at a time, always keeping the 
etal in excesis, and heat the liquid until only about 5 or 10 
ams of lead remain undissolved, and the solution com- 
ences to turn yellow in consequence of the formation of 
id nitrite. In the residual metal the whole of the silver 
concentrated. It is withdrawn from the liquid, dissolved 

nitric acid, the solution diluted with a large quantity of 
iter, and a few drops of a solution of lead chloride added, 

I cubic centimetre of hydrochloric acid of 1*12 sp. gr., 
jviously diluted with 50 cubic centimetres of water. This 
antity of acid is more than sufficient to precipitate all the 
^er without throwing any lead chloride out of solution. 
t the beaker aside for two or three days. Draw off the 
ar liquid by means of a syphon, and collect the precipitate 
a small filter, wash thoroughly with boWm^ v^aX^x, ^\^ Sx.> 

* Fresenius, Zeits, fur anal. Chem. vol. Vu\. l?>^<i. 

s 2 
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and incinerate in a small weighed porcelain crucible. ITlhl 
amount of silver chloride is so considerable that there is • 
possibility of its being incompletely reduced by Ae candMi: 
tion of the filter-paper, the residue must be heated fiir t ftir 
minutes in a streain of hydrogen before weighing. Tb 
amount left, after subtracting the filter ash, gives the qM- 
tity of silver in the 200 grams of lead. The refined mdri 
seldom contains more than 0*0015 P^^ qisdX. of sikftL 
(Mean of 12 specimens, 0*0013 per cent) 

The solution of the other portion of 200 grams is used fer Ae 
estimation of the remaining impurities. As a rule it remoM 
perfectly clear even after standing. Occasionally, howevci^ii 
the case of lead rich in antimony, a more or less considentk 
precipitate forms after a time. The precipitate is filtered cf 
and set aside ; the mode of examining it will be given bcR- 
after. Bring the dear solution or filtrate into a 2-litre ftA 
add 115 grams (about 62 or 63 cubic centimetres) pureani 
concentrated sulphuric acid, shake, allow to cool, and fill if 
to the mark ; again shake the liquid so as to mix it thorougblj^ 
and allow the precipitate to settle. The amount of sulphuric 
acid to be added is so calculated that about 10 or 12 giaos 
are in excess. As soon as the lead sulphate has completely 
settled, the clear liquid is drawn off by means of a syphon 
previously filled with the liquid. In this way rather more 
than 1,750 cubic centimetres may be drawn off. Accurately 
mejasure off 1,750 cubic centimetres of the solution, and 
evaporate it in a porcelain basin, in a draught-place free 
from dust, until sulphuric acid fumes make their appearance, \ 
indicating that the nitric acid has been expelled. Allow the 
liquid to cool, add about 60 cubic centimetres of water, and 
filter off the small quantity of lead sulphate which separates 
out, and wash the precipitate with a little water. 
. The slight precipitate of lead sulphate fi'equently retains 
small quantities of antimony. It is therefore dissolved in 
hydrochloric acid, and t\\e soVmUoh i\'Ci>iX'^^^^\V^lvuretted 
hydrogen water, the liquid waim^^, «xA ^^^^V\afc^Xfce^V^^^ 
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I gen passed through it. The precipitate is allowed to sub- 
■ side, filtered, washed, the filter-paper spread out in a 
porcelain basin, and heated with a solution of pure am- 
monium or potassium sulphide, to which a small quantity of 
pure sulphur has been added. Filter the solution, wash, 
acidify the filtrate with hydrochloric acid, and allow the 
precipitate to settle at a gentle heat. 

The solution filtered from the lead sulphate, and diluted 
to 200 cubic centimetres, is heated to about 70°, and treated 
, with sulphuretted hydrogen, allowed to stand 12 hours at 
a gentle heat, and filtered through a small filter. The 
washed precipitate is heated with potassium sulphide solu- 
tion (containing sulphur) in the manner above described. 
The filtrate is acidified with hydrochloric acid and allowed 
to stand until the precipitate has completely subsided. 

The filter and residue insoluble in potassium sulphide are 
heated in the dish nearly to boiling with dilute nitric acid 
(i part acid 1*2 sp. gr. and 2 of water). When the pre- 
cipitate is dissolved, filter, wash the paper slightly, dry, and 
incinerate, and add the ashes to the nitric acid solution ; 
add 2 cubic centimetres of dilute sulphuric acid, and evapo- 
rate until the nitric acid is expelled ; dilute with a little 
water, and filter off the small quantity of lead sulphate which 
separates out. Nearly neutraUse the filtrate with pure caustic 
potash, add sodium carbonate, and a small quantity of 
potassium cyanide solution free from potassium sulphide, 
and heat gently. If a precipitate is formed, it is filtered off, 
washed, and dissolved in dilute nitric acid, and the bismuth 
precipitated by ammonium carbonate, and weighed as oxide. 
To the filtrate a little more potassium cyanide is added, 
together with a few drops of potassium sulphide. The 
precipitate which ensues contains the cadmium and silver. 
It is filtered off, dissolved in dilute nitric acid, the silver 
precipitated by hydrochloric acid, the filtrate evaporated 
nearly to dryness, and a few drops oi sodKwrcv cacOoorwaX^ 
solution added The cadmium precipitale \a i^Vet^^ o'^^ 
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dried, ignited, and weighed as oxide. The reduction and 
volatilisation of the cadmium may be prevented bj moisten- 
ing the filter with ammonium nitrate. The filtrate from tiie 
mixed silver and cadmium sulphides is mixed with a small 
quantity of sulphiuic and nitric acids, and evaporated neady 
to dryness ; a few drops of hydrochloric acid are added, and 
the solution heated until the last traces of hydrocyanic add 
have disappeared; the solution is filtered, if necessary, and 
the copper precipitated and weighed as sulphide. 

\\^en cadmium is absent, the separation of the copper and 
bismuth may be effected by means of ammonia and am* 
monium carbonate. In this case it must not be foigotten 
that the silver is to be removed by the addition of hydro- 
chloric acid before the copper is precipitated as sulphide. 

The precipitates obtained by acidifying the sulphide d 
ammonium solution are filtered off, washed, dried, and 
repeatedly treated with carbon disulphide to remove Ac 
sulphur. The little filter and the residue are then togetber 
warmed with a few drops of red fuming nitric acid, the 
porcelain basin being covered with a watch-glass ; the solu- 
tion is heated to expel the excess of nitric acid, sodium car- 
bonate added in slight excess, and then a small quantity of 
sodium nitrate. The solution is evaporated to dryness, and 
carefully heated until the residue melts and the mass be- 
comes white. When cold the fused mass is transferred to 
a small mortar and carefully broken up by rubbing it in a 
little cold water. The solution is filtered and the residue is 
washed with water containing alcohol. ITie sodimn anti- 
njoniate is dissolved in hydrochloric acid, to which a little 
tartaric acid has been added, and the solution treated with 
sul})huretted hydrogen, and set aside for a few hours. 

The soluble portion of the fused mass which contains all 
the arsenic, together w4th a little antimony, is evaporated to 
expel the alcohol, an excess of sulphuric acid is added, and 
the solution again evaporated to expel the nitric acid, water 
added, the liquid heated to lo"* C, axvd tveated ^-ith sulphu- 
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retted hydrogen. When the precipitate has settled, it is 
filtered through a small filter and washed with water. It is 
then treated on the filter with a cold concentrated solution 
of ammonium carbonate, the filtrate being repeatedly poured 
back on to the filter, to obviate the use of a large excess of 
ammonium carbonate. The arsenic sulphide is dissolved: 
the antimony sulphide mixed with a little sulphur remains un- 
dissolved. This residue is dissolved in a little strong hydro- 
chloric acid diluted, and treated with sulphuretted hydrogen, 
and the precipitated sulphide added to the main quantity 
obtained from the sodium antimoniate. The antimony sul- 
phide is best filtered through a small tube in the bottom of 
which a little asbestos has been placed. The tube containing 
the asbestos is gently heated over the direct .flame and 
weighed. When the whole of the precipitate has been trans- 
ferred to the little tube, it is warmed to expel the greater 
portion of the water, and then gently heated in a stream of 
dried carbon dioxide until the antimony sulphide becomes 
black. The tube is allowed to cool in a current of the gas, 
the carbon dioxide displaced by atmospheric air, and the tube 
and antimony sulphide again weighed. 

The solution of arsenic sulphide and ammonium carbonate 
is acidified with hydrochloric acid, and the turbid solution 
treated with a little sulphuretted hydrogen water, filtered, 
and the arsenic sulphide filtered through a weighed tube 
containing asbestos, and heated in the manner prescribed in 
the case of the antimony sulphide. 

The filtrate and washings from the original precipitate by 

sulphuretted hydrogen are concentrated, poured into a flask, 

Tendered alkaline by ammonia, and mixed with ammonium 

sulphide. The flask, which must be at least half full of 

liquid, is well corked and allowed to stand 24 hours. When 

the slight precipitate has subsided the liquid is filtered, the 

filtrate acidified with acetic acid, and evaporated at a gentle 

heat to facilitate the separation of a small quantity of nickel 

sulphide. This, mixed with sulphur, is filtered o^^ slv^^l^ 

washed, and dried and incinerated. 
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The precipitate formed by tbe flmwnnmmm sn^iliide SI 
treated on the filter with a mixture of z part hydvoddoriil 
add (sp. gr. 1*12) and 6 parts sulphuretted hj diq|g i i 
water, the filtrate being repeatedly poured hack on toflel 
filter. The sulphides of iron and sine are dis»>lved: A^\ 
nickel and cobalt sulphides remain on fhe filter. The ffllflr I 
is dried, incinerated, and mixed with the ash of the fiHei 1 
containing the nickel sulphide derived fix>m the sulphide cf J 
ammonium solution. The mixed ashes are treated wii 1 
aqua regia, the solution concentrated, a little water adddl i 
filtered, rendered alkaline by ammonia, a few drops of W-' ] 
monium carbonate added, filtered into a platinum basin anl I 
treated with a few drops of potash solution, until nomoB J 
ammonia is evolved. Filter off the slight flocculent pn* I 
cipitate, wash, dry, ignite, and weig^ and test the precipilitc I 
(which generally consists mainly of nickel oxide) for tacei I 
of cobalt with the blowpipe. The solution containing Ae I 
iron and zinc, to which a few drops of nitric add ne I 
added, is concentrated by evaporation, and rendered aDa- 1 
line by ammonia, the ferric oxide filtered off, again dissolved | 
in a few drops of hydrochloric acid, and again precipitated I 
by ammonia, filtered, washed, dried, and weighed. By way 1 
of control the weighed precipitate may be fused with potas- 
sium-hydrogen sulphate, dissolved in water, and reduced 
with zinc, and the iron estimated volumetrically by a dilute 
permanganate solution. 

The filtrate from the ferric hydrate is mixed with a little 
ammonium sulphide, and allowed to stand at least for 24 
hours at a gentle heat If anything separates out it is 
filtered off, washed, and digested on the filter with dilute 
acetic acid in order to separate any admixed manganese 
sulphide. The residue on the filter is dried, and weighed as 
zinc sulphide. The acetic acid solution is concentrated to a 
few cubic centimetres, and mixed with excess of caustic 
potash to precipitate the manganese. 

Before we can proceed to expie^i^ ^^ Tes\iX\s cfeTi\3es«aa&j^ 
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It is necessary to determine the quantity of lead correspond- 
\ ing to the 1,750 cubic centimetres of solution taken for 
analysis. This can only be estimated when we know the 
volume occupied by the lead sulphate obtained from the 200 
i grams of metal, when suspended in water. By repeated 

- experiments it has been found that it occupies the space 

- . of 44*99 grams, or in round numbers, 45 grams of watei* 

- at 16^ C. The 2-litre flask, when filled to the mark, 
■1 holds therefore 1,955 cubic centimetres solution, and 45 
■ cubic centimetres lead sulphate. But the 1,955 cubic cen- 
timetres of solution were equivalent to 200 grams lead ; 
therefore the 1,750 cubic centimetres would be equal to 
179*03 grams, or in round numbers, 179 grams of the original 
lead. 

The solution of the lead, when containing unusually large 
quantities of antimony, not unfrequently forms, on standing, 
a white precipitate of antimony oxide and antimoniate of anti- 
mony, which occasionally retains arsenic. This precipitate is 
filtered off, washed, and the arsenic and antimony separated 
as above. In calculating the result, it must not be forgotten 
that this precipitate is obtained from 200 grams of the 
metal, whilst the remaining portion in solution is assumed 
to be derived from 179 grams of lead. 

The determination of the minute quantity of sulphur con- 
tained in lead may be effected by heating the metal in 
chlorine gas, when the sulphur is converted into the chloride, 
which, when led into water, is decomposed, with the forma- 
tion of sulphuric acid : this may be precipitated in the 
usual way, and weighed as barium sulphate. The best 
method of carrying out this process is to heat about 100 
grams of the lead in the form of a thick rod about i 
centimetre in diameter in a combustion-tube about i metre 
long. In the middle the tube is narrowed, and the end is 
drawn out and bent downwards, and dips into a small thtee- 
bulbed U-tube containing water. The lead \s pVac^^vcv x^^ 
anterior portion of the tube ; the other setves \.o e<S^ecX.\^^ 
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lead chloride, which flows over the little bridge as fast as it 
is i>rodnr:ed, leaving the metal exposed to the fiirtner actios 
r>r the gas. The combustion-tube is connected witli a snull 
tube containing ignited fragments of charcoal, over which 
the r:hlorine passes before it comes in contact with the 
hen ted lead. 7'he charcoal must be kept at a red heat 
throughout the operation : it ser\-es to free the chlorine 
from any trace of accompanying oxygen, which might oxidise 
the lead sulj^hide to sulphate. Vulcanised stoppers, on 
;i.r:count of the sulphur they contain, cannot be used to 
connect together the several pieces of the apparams. Or- 
dinary r:orks must therefore be employed. \Mien the 
entire ai)}jaratus is filled with chlorine the lead is gradually 
melted, r nre being taken to place the combustion-tube in 
suf:h a position that the metal does not come in contact with 
the cork ; it should flow against the bridge, but not above it 
When the heat is properly regulated the lead bums slowly 
to lead ( hloride, which flows over and collects in the empt}' 
])r)rlion u^ iIk; tube. When care is taken to regulate the 
.'.trc'ini rjf fhlorine and not to overheat the chloride, but 
little of tliis substance ])nsses over into the U-tube. The 
.sr)liitir)n is Wcishcd out of the condensing tube into a small 
bc.'ikcr, heated, rind the sulphur precipitated by the addition 
of a few drojis of barium chloride.* The following analysis 
of thrc(; s|)C( imcns of soft lead, executed by the ahove 
methods, will give some? idea of the nature and amount of 
its impurities : the nrsiilts are rei)resented centesimally :— 



Silver. 


. o 00200 


0-00062 


0-00385 


('{)])|)('r 


•(X)228 


-00031 


00190 


Cn'Iinium 


trace 


-OOOIO 


— 


I'.i.inulii 
Antimony . 


•00040 
. •oory;, 


•OOOIO 

•00186 


•00553 
•02639 


Iron . 


. •(XXJ35 


•00012 


•00129 


Zinc . 
Siili)hur 


. -00014 
•00076 


-00023 
•C0008 





* Ibnnow nw] Kriimcr, * l^ev. \:)cuUd\(iTv e\\tm. Ot'*^^'^^: V\n \^;i. 
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XXX. White Lead. 

This substance is a compound of lead carbonate and 
hydrate in variable proportions. In general the relation 
between the hydrate and carbonate may be represented by 
the formula 2PbC03 + PbHzOz, although specimens of the 
composition sPbCOa + PbH^Oi and 5PbC03 + PbH202 
are occasionally obtained (Mulder, Phillips). As found in 
commerce it is frequently mixed with barium sulphate (heavy 
spar), barium carbonate (witherite), calcium carbonate, and 
xinc oxide. These bodies cannot always be regarded as 
adulterants ; the heavy spar, for example, serves to protect 
the lead from the rapid action of sulphuretted hydrogen, 
and unless present in large excess does not interfere with 
the opacity or ^offy of the pigment. But these substances 
are not unfrequently added in undue quantity ; and perfectly 
pure white lead is now comparatively rare as an article of 
commerce. 

Deterniination of the Carbon Dioxide. — From i to 2 grams 
of the substance are weighed out into the flask a, fig. 31, and 
decomposed by moderately- dilute nitric acid. The operation 
is carried out exactly in the manner described on p. 86. 

On the termination of the experiment the liquid in tlie 
flask A is filtered if necessary, and the residue washed, dried, 
and weighed : it may consist of the sulphates of barium or cal- 
cium. The weighed residue is boiled in a platinum or porcelain 
basin with solution of pure sodium carbonate for an hour or 
so, care of course being taken to replenish the dish with water 
from time to time. Any calcium sulphate present is com- 
pletely decomposed, and, on pouring the liquid through a 
small filter, the sulphate in solution may be detected by the 
addition of barium chloride. The calcium carbonate formed 
may be dissolved out by dilute hydrochloric acid, and the lime 
precipitated by means of ammonium oxalate. TVve n^^.'^^^^ 
precipitate is rendered caustic by iguitioxv atv^ ^€\^^^ 
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The residual barium sulphate may also be weighed, by way f.„ 
of control. 

The nitric acid filtrate containing the lead, &c., is e\'apo- 
rated nearly to dryness to expel the excess of the acid, 
diluted with water, and the liquid saturated with sulphuretted 
hydrogen. The lead is completely separated ; it is filtered 
off, and converted into sulphate by oxidation with nitric 
acid. The weighed precipitate should then be heated i^ith 
a dilute solution of sodium thiosulphate, which dissolves the 
lead sulphate and leaves unattacked any barium sulphate 
which may be present. To the filtrate from the lead sulphide 
add ammonia and ammonium sulphide ; wash the precipi- 
tated zinc sulphide, dissolve it in dilute hydrochloric acid, and 
re-precipitate as carbonate, and convert into oxide by ignition. 
The filtrate firom the zinc sulphide contains the lime and 
baryta : these are separated as in No. VII. Part II. If bar)ta 
is found no calcium sulphate can be present. If it is desired 
to determine the water directly, this can be effected by means 
of the apparatus shown in fig. 53. 

ArraJigrmrnt of the Results. — Calculate the bar}'ta found 
in the last filtrate to barium carbonate, and the lime to 
sulphate or carbonate according to circumstances. The 
residual amount of carbon dioxide is converted into lead 
carbonate, and the remainder of the lead to lead oxide. 
The water, zinc oxide, and barium sulphate are set down as 
such in the statement of the analysis. 

Zinc white may be also analysed by the foregoing method 
In addition to the adulterants mentioned above, kaolin is not 
unfrecjuently met with : this is left undissolved on treating; 
the i)ii;ment with dilute acid. 

XXXI. Chrome Iron-Ore. 

This mineral occurs massive in various parts of the world, 
])articularly in Norway, Siberia, Asia Minor, Silesia, and 
North America ; it consists essentially of a compound of 
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ferrous oxide and chromium sesquioxide. It belongs to the 
spinelle group of minerals, and is isomorphous with magnetic 
oxide of iron. Its formula, FeOCrzOa, requires 677 per 
cent, of chromium sesquioxide. Usually, however, the chro- 
mium is replaced by aluminium, and the iron by magnesium 
to a considerable extent, and the ore is of very good quality 
when it contains 50 per cent, of chromium sesquioxide. 

Determinaiion of the Chromium Sesquioxide. — Grind a few 
grams of the carefully-sampled mineral in an agate mortar, 
and pass the powder through a fine muslin sieve. When 
you have collected about two grams of the fine dust, again 
grind it in portions of a decigram at a time in the agate mortar 
until every feeling of grittiness has disappeared, and the ore 
cakes in an impalpable powder round the pestle. Too much 
care cannot be given to the grinding : the success of the 
analysis entirely depends upon the ore being in the finest 
possible state of division. Weigh out about 0*5 gram of 
the powder into a platinum crucible of about 50 cubic centi- 
metres capacity, and place over it 12 times its weight of 
recently-fused potassium- hydrogen sulphate, and gently heat 
the crucible so as merely to melt the sulphate. Keep it 
melted at a gentle heat for 15 or 20 minutes, and gradually 
increase the temperature until the bottom of the crucible 
becomes red hot. Care must be taken that the fused mass 
does not rise above half way up the crucible. In a few 
minutes the mixture will fuse quietly and dense fumes of 
sulphuric acid will be evolved; the heat is now gradually 
increased until the crucible is at a bright red heat ; in about 
half an hour remove the lamp, and add about 6 parts of 
powdered sodium carbonate, again fuse the mixture, and, 
keeping the temperature for an hour at a red heat, add little 
by little the same quantity of nitre. The temperature of the 
crucible is now increased and kept at a full red heat for 20 
minutes; it is allowed to cool, transferred to a porcelain basin, 
and the mass boiled out with water. The solution is filtered^ 
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and the residue washed with hot water uxnS^thefiltzatei 
through colourless. It is not necessaiy to transfer the vfad^ 
of the insoluble matter to the filter. Quickly dry the 'fiber 
and its contents, detach the ferric oxide and return it to die 
porcelain basin, bum the filter and add the ash, and dijpest 
the whole at a gentle heat with moderately-concentialcd 
hydrochloric acid. If the fiision has been properly con- 
ducted the residue will dissolve ; any black insoluble matter 
left undissolved denotes that the grinding has not been done 
with sufficient care. This insoluble portion must be collected 
on a small filter, dried, and the filter, &c, folded up, thrown 
into the platinum crucible, ignited, and the residue again 
fused with potassium bisulphate, sodium carbonate, and nitre^ 
and the fiised mass again boiled out with water, filtered, and 
the filtrate added to the main solution. A few grams of 
ammonium nitrate are added to the total filtrate, and die 
liquid is evaporated nearly to dryness, water is added, and 
the solution is filtered from the alumina, silica, &c The fil- 
trate, which should be received in a porcelain basin,* is then 
made strongly acid with sulphurous acid, and boiled until 
the gas is nearly expelled, a slight excess of ammonia is 
added, and the solution is again boiled until it becomes 
colourless. Pour the liquid on to a filter, wash the precipi- 
tate by decantation with hot water, and by means of a feather 
transfer it to the filter, and wash carefully with hot water. 
After the sixth washing allow the filter and precipitate to 
drain thoroughly by keeping up the action of the pump for . 
about ten minutes, remove the filter, fold it, and, without 
further drying, transfer it to a weighed platinum crucible 
and cautiously heat with the lid on. Gradually increase the 
heat, and as soon as the paper is charred, remove the lidi 
placing it at the edge of the crucible (see fig. 15), and ignite 

* If the boiling with ammonia is conducted in glass vessels there is 
great probability that the precipitated chromic oxide will be contaminated 
with silica. The error from this cause may amount to 0*5 per cent 
(Compare Souchay, Fres., *Zeits.' iv. 66.) 
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strongly for lo or 15 minutes. If the precipitate has been 
j " drained sufficiently by the action of the pump, there is no 
danger of the oxide being projected from the crucible on 
ignition. On treating the weighed precipitate with a few 
drops of water ihe liquid ought to remain colourless : a yellow 
coloiu: indicates that the oxide has been imperfectly washed 
from alkaline salts. 

Complete analyst's of chrome iron ore (Dittmar's process). — 
Fuse together a mixture of equal weights of pure borax glass 
and sodium potassium carbonate in a platinum basin, and 
break up the fused mass when cold. 10 grams of this 
mixture are placed in a platinum crucible of about 50 c.c. 
capacity, fused, and allowed to cool. About i gram of the 
finely powdered ore is added, and the mass again fused, at 
first with the lid on : the crucible is now inclined, and the 
contents are stirred with a stout platinum wire. In about 
15 minutes the whole of the ore should be dissolved. The 
lid is now placed in the position seen in fig. 15, the fused 
mass being occasionally stirred to promote its oxidation : 
this is usually complete in about half an hour. Allow to 
cool, and add about 5 grams of pure potassium carbonate, 
again fuse, and pour out the melted mass into a platinum 
basin, which should be quickly covered with a clock glass 
as the solidifying substance decrepitates. The portion ad- 
hering to the crucible is dissolved off by hot water in a 
porcelain basin, and the solidified mass in the dish is added 
to the solution. Add a few drops of alcohol to reduce any 
manganate which may be present, and digest on a water- 
bath until the whole is disintegrated and the alcohol ex- 
pelled. Filter and wash the precipitate until the filtrate is 
colourless, and dissolve the precipitate in hot dilute sul- 
phuric acid to ascertain if any ore is left undecomposed. 
If any be found it must be treated again with a small quan- 
tity of the fusion mixture, and the mass dissolved out with 
water as before. The filtrate is concentrated to ^.boviX. 
200 cc, and divided by weighing or measumv^ m\a V«o 
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approximately equal portions. - To the one portion is added 
a quantity of dilute sulphuric acid and a known we^ (■ 
excess) of pure ferrous sulphate;, and the amount of 9B- 
oxidised iron determined by standard potassium UchioBUte 
solution as directed on p. 221. 

CraOa : 6Fe = 1522 : 336 = -4529 : 1. 

If only the amount of chromium is required, the determinft* 
tion may be repeated on the second portion. To detemoK 
the amount of sihca and alumina, add ammonium nitrate to 
the solution, evaporate to dryness, add water, and filter of 
the alumina and silica. 

The sulphuric add solution is treated with snlphuretted 
hydrogen, filtered, and the filtrate concentrated to a smU 
bulk, and poured into an excess of strong and firesh potidi 
solution contamed in a platinum basin, filtered, and the 
alumina and small quantity of silica precipitated by boiliiig 
with ammonium chlmde : the precipitate' is added to tfait 
obtained as above, ajid the substances are separated as m 
an ordinary silicate analysis. The separation of iron,, lime^ 
and magnesia is effected as described on p. 87. 

XXXII. Smaltine: Cobalt-Glance. 

Smaltine or tin-white cobalt is an arsenide of cobalt: 
cobalt-glance is essentially a sulpharseniate of cobalt. Both 
minerals frequently contain, in addition to cobalt, arsenic, 
and sulphur, variable quantities of nickel, iron, lead, bismuth, 
copper and gangiie. 

Determination of Sulphur, — See Copper Pyrites, p. 211. 

Determination of Silica and the Metals, — Treat 2 grams of 
the finely-divided substance with strong nitric acid, and 
evaporate to dryness with sulphuric acid (hydrochloric add 
is inadmissible, since a small quantity of the arsenic would 
be volatilised on heating). Moisten the dried mass with 
sulphuric acid and add water. On standing, the supernatant 
liquid ought to become quite c\^a.i\ ^.VixVAditY indiicatesthc 
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presence of basic salts. Filter the liquid into a flask, wash 
the precipitate slightly with water containing sulphuric acid, 
remove the acid from the paper by alcohol, dry, and weigh ; 
the insoluble matter consists of silica, and calcium and lead 
sulphates. Transfer the weighed precipitate to a small beaker 
and boil with dilute nitric acid : the sulphates are thus dis- 
solved. Throw the residual silica on a filter, wash, dry, and 
weigh. The filtrate containing the lead and calcium is evapo- 
rated to dryness with hydrochloric acid, water added, the 
solution boiled, and the lead precipitated with sulphuretted 
hydrogen and converted into sulphate by treatment with 
strong nitric acid. The lead sulphate is weighed : its weight, 
plus that of the silica, subtracted from the original weight of 
the precipitate {Si02 + PbS04 + CaS04), gives the cal- 
cium sulphate. 

To the filtrate from the insoluble residue (Si02.PbS04. 
CaS04) a strong solution of sulphurous acid is added in 
small quantities at a time, and the liquid boiled after each 
addition. The liquid is maintained at a temperature of 
60° or 70° by surrounding it with warm water, and the 
metals precipitated by sulphuretted hydrogen. Allow the 
solution to stand for some time, so that the greater portion 
of the sulphuretted hydrogen may be removed by diffusion, 
and filter the liquid. Wash and drain the filter thoroughly 
by the action of the pump, spread it on a glass plate, and 
remove the arsenic sulphide by means of a thick platinum 
wire, transferring it to a large porcelain crucible. Fold the 
filter and replace it in the funnel, and dissolve the small 
quantity of adhering sulphide by a few drops of strong 
potash solution, and allow the liquid to fall into the porcelain 
crucible. A little more potash is added to the crucible until 
the arsenic sulphide is dissolved. A stream of chlorine is 
then passed into the solution until it is perfectly colourless : 
it is then gently heated for some time, and filtered from the 
small quantities of the oxides of copper and bismuth. Dis- 
solve the residue in nitric acid, add an excess of ammotvi\MCL 
carbonate^ heat gently for some time, filtex, i^^vs&c\n^ xx:^. 

T 
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nitric acid, and again precipitate the bismuth by dieadditioi 
of ammonium carbonate in excess, dry, and wei|^ tk 
bismuth as trioxide. Mix the two filtrates and pced^NMe 
the copper by means of caustic potash. 

The filtrate containing the arseniate of potasshim is acidi- 
fied with hydrochloric acid, and ammonia, and *m«gnf«imi 
mixture* added. The magnesium-ammonium aiseniate nf 
oe obtained highly ciystalline (in whidi state it wadxi 
better), by first adding the magnesia mixture to the add 
liquid, and then a large quantity of ammonia — about oll^ 
fourth of the bulk of the entire liquid. After standing h 
hours, pour the liquid on to a weighed filter, wash the pre- 
cipitate with ammonia water until the washings acidified 
with nitric add give only a slight opalescence with silver 
nitrate. The magnesium -ammonium arseniate is dried in 
the air-bath at i2o^ and ignited at a low red heat in a 
weighed porcelain crucible. The ignited residue has the 
composition Mg^AsaO;, corresponding to magneyium pyro- 
phosphate. 

To the rose-coloured filtrate containing the cobalt, nickel, 
and iron, add nitric acid, and boil, and then solid sodium 
carbonate, until the liquid is nearly neutralised, and becomes 
slightly turbid, owing to the separation of ferric hydrate: 
complete the precipitation by adding a solution of succinate 
of soda or ammonia, wash and dry the precipitate, ignite it, 
and weigh it as Fe203. 

The nickel and cobalt are co-precipitated by adding 
potash to the boiling solution ; the precipitate is filtered off 
and washed, drained as far as practicable by the pump, the 
filter spread on a plate, and the precipitate, detached as far 
as possible by means of a thick platinum wire, transferred to 
a small porcelain dish : the filter is re-folded and dropped 
back again into the funnel. Treat the precipitate in the dish 
with dilute hydrocyanic acid, and then with potash solution, 
and again with hydrocyanic acvd, axid warm on the watcr- 
bath, until no further soVuUon occox^. K.m\TWL\fc^3^iaxc«c\ 
of substance fi-equently lemama >\x\d\s^\N^^x \\. wsw.iste^ 
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On the whole it is most convenient to adopt the first plan — 
i.e. to continue the addition of the salt until no further pre- 
cipitate is formed. We require for this method : 

1. Salution of Sodium Chloride. — Dissolve 5*4145 grams of 
salt in distilled water, and dilute to i litre. The temperature 
of the solution should be 16° when measured. 100 c.c. 
of this solution = i gram of silver. Call it ' Salt Solution 
No. I.' 

2. Decimal Sjlution of Sodium Chloride. — Transfer 50 c.c. 
of the above solution to a ^-litre flask, and dilute to the con- 
taining-mark with water at 16°. Call it * Salt Solution No. 2.' 

3. Decimal Silver Nitrate Solutio?i. — Weigh out exactly 
0*5 gram of pure silver (see p. 124) into a ^-litre flask, dis- 
solve in 3 c.c. of pure nitric acid, and dilute with water at 
16° to the containing-mark. i c.c. contains i milligram of 
silver. 

4 . Test Bottles. — The bottles specially made for the method 
should be procured. They are of white glass, about 250 ex. 
in capacity, and are fitted with accurately-ground stoppers, 
the lower portion of which is pointed. On touching the 
side of the bottle with the point of the moistened stopper, the 
adhering liquid is readily detached. The bottles are placed 
in well-fitting cases of cardboard or vulcanite, and when in 
use are wrapped in a black cloth in order to protect the silver 
chloride from the light. 

We commence the process by determining the exact value 
of the salt solution. Weigh out with the greatest possible 
accuracy from i-ooi to 1*003 gram of pure silver, place it in 
a test bottle, add 5 c.c. of pure nitric acid (sp. gr. 1*2), and 
heat the bottle (placed obliquely) on the water-bath until the 
silver is dissolved. From time to time blow out the nitrous 
fumes from the bottle, occasionally shaking the liquid to 
promote their expulsion. When solution is effected, allow 
the bottle to cool for a short time and place it in water at a 
temperature of about 16°. Remove it in about \va\i ^xvVoxix^ 
wipe it, and place it in its case. Transfer 100 c.c, ol ^-s^^- 



2/6 Qfkmtitaihe Chemkal Anafysis» 

. By wayofcontralit maybevedaoed to themetdlicMe^* 
by heatiog in a stream of dry hydrpgen. When tbe deoon- 
position is apparendy finished, allow the metal to oool in t 
current of the gas and weigh : again heat in hydr ogen and 
again weigh, repeating the operaticm until the wei^ is con- 
stant Tbe apparatus employed fi>r the leducdon is stn 
in fig. 64. The crucible lid is pieiced with a hole and pnn 
vided wiih a porcelain tube. 

XXXIII. FaHL-OrE (TETRAHEDRrTB) 

Consists of a mixture of sulphantimonites and sulpharseiutes 
of copper, silver, iron, zinc, and mercury. Every specimen 
of the ore, however, does not contain all these substances : in 
some the silver, zinc, and mercuiy are entirely absent ; inodicn 
the whole of the arsenic is replaced by antimony. The com- 
position of the mineral may be represented by the general 

formula ^^* • ,^'2 ^ I ^7, in which M denotes Cu and Ag, 

and N" denotes Fe, Zn, and Hg. 

Determination of the Sulphur, — See Copper P3rrites, p. 209. 

Determination of the Metals. — The decomposition of the 

finely-powdered mineral is best accomplished by heating it 

in a stream of dry chlorine. The apparatus required for 

this purpose is seen in fig. 64A. The substance is placed in 

the bulb-tube a ; the second bulb serves to collect the 

greater portion of the sublimate, and thus prevents the 

narrower portion from being stopped up by the chlorides. 

The mineral is best weighed out from a tube of a diaireier 

sufficiently narrow to allow of its being introduced into the 

bulb-tube. The bulb-tube is connected with the U-tube ^» 

which is filled to the extent of ^ of the two upper bulbs with 

a mixture of hydrochloric aivd XaiXafvc ^.dds. The flask a 

contains the chlorine mixture (,1 v^^^ ^"^ ^^> ^ ^^ xs^asN^easwfc 

iioxide, I of water, and 2 oCsuX^Wvc^c.^. iec.^^\^W«.^ 
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ami water are previously mixed, and allowed to cool) ; the ' 
small fiask c contains strong sulphuric acid, and the U-tube d 
sulphuric acid and pumice. Allow this portion of the ap- 
paratus to become filled with chlorine before joining i 
the bulb-tube, and do not heat the mineral until the gas i; 
apparently without further action upon it. Indeed as sooni 
as the chlorine comes in contact with the fahl-ore immediate 
signs of decomposition ensue, and the bulb becomes ver^l 
hot. When it cools, gently heat it in order to drive off tlwl 



Fig. (L4A. 




volatile products into the second bulb. Care must be laker 
to send only a gentle stream of chlorine through the appara- 1 
tus, otherwise there is danger of a portion of the sublimate 
passing through the liquid unabsorbed. As soon as reddish 
vapours of ferric chloride make their appearance, discontinue 
the heating, and allow the apparatus to cool. Divide the 
bulb-tube a by means of a file between the two to\\«., ^-oSi. 
3110* the portion containing the sublimate to tem'jC\ti.\-ft ^ 
damp phce for 14 hours, in order that \t ms.-^ \s&.«. 'g 
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buiette, until no further precipitate is formed. Then adcnble 
the amount of the alloy which will contain z'002 gmadf 
silver, and proceed with the assay in the manner directed. 

In the case of alloys containing sulphur and goU, djptf 
with the least possible quantity of nitric add, Uow out die 
nitrous fumes from the bottle, add strong sulphuric add, and 
boil until the gold separates completely, and proceed iriA 
the assay in the usual way. 

XXXVI. Assay of Gold. 

For a description of the most accurate methods of aaniyiiiK 
alloys of gold by cupellation, we would refer the student to 
Professor Jevons' excellent article on the subject in Wilti 
' Dictionaiy of Chemistry,' voL il p. 932. Longmans : 1869. 

XXXVII. Separation or Gold, Silver, and Copper. 

I. When the amount of silver in the alloy does not exceed 
1 5 per cent, the whole of the gold and copper maybe dissolved 
out by means of nitro-hydrochloric acid, the silver remaining 
as silver chloride. The solution of the finely-divided alloy 
after complete decomposition is evaporated nearly to dryness 
to expel the greater portion of the firee acid, water is added, 
the solution filtered, and the silver chloride is washed, dried, 
and weighed. To the solution oxalic acid is added, whereby 
the gold is completely reduced to the metallic state. After 
standing for about 48 hours, the liquid is filtered, and the 
gold washed, dried, and weighed. The copper in solution 
is precipitated as sulphide by means of sulphuretted hydro- 
gen : it may either be weighed as such, after covering it with 
sulphur and heating in a stream of sulphuretted hydrogen, 
or be converted into oxide by re-solution and precipitation 
with sodium hydrate. 

I I. If, on the other hand, the amount of gold in the alloy 
does not exceed 15 per cent., the -wVvoX^ ol Vicv^ ^An« ^dis- 

splved by prolonged boi\\t\g wxh mQd«ax^M-c.wi«s^>3^^^ 
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nitric acid.** The liquid is evaporated nearly to dryness, 
water added, the silver precipitated by hydrochloric acid, 
imd the copper in the filtrate by sulphuretted hydrogen. 
The gold after weighing is dissolved in cold nitro-hydro- 
chloric acid, to ascertain that it is perfectly free from silver. 
If any silver chloride is found it must of course be filtered 
off and weighed. 

III. By heating alloys of gold, silver, and copper with 
strong sulphuric acid, the metals may be separated, whatever 
may be their proportion. The finely-divided alloy is heated 
with the concentrated acid until no more sulphur dioxide is 
evolved, and the acid begins to volatilise. Water is then 
added and the liquid boiled, and the silver and copper 
separated as above. It is advisable to treat the gold again 
with the acid before finally weighing it : if any additional 
silver and copper are obtained their weight must of course 
be added to the main quantities of these metals. 

XXXVIII. Estimation of Mercury. 

In ores and compounds containing mercury the amount 
of the metal may be readily determined by heating the sub- 
stance with quicklime. The process is conducted in the 
apparatus represented in fig. 65. Into a piece of combus- 
tion tube, about 50 centimetres long and rounded at the 
end, introduce a layer, 5 centimetres in length, of powdered 
magnesite {a). Weigh out about 5 grams of the substance 
into a glazed porcelain mortar and mix it intimately with 
quicklime. Introduce the mixture into the tube (a to b\ 
suid rinse out the mortar with a fresh portion of quicklime 
{p to c) ; fill up the rest of the tube to within a few centi- 
metres of the end with powdered quicklime (c to d), and draw 
out the tube before the blow-pipe in the manner represented 
in the cut. Gently tap the tube so as to make a channel for 

* The nitric acid must not be too strong, otTaerwVse tcvox^ ^^a». Nrawces* 
^ the gold would be dissolved by the nitrous add ionae!^. 
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the gas, and place it in the combustion furnace, and 
thedrawn-outendjust beneath tiie surface of water contained 
in a small flask. Heat the tube from d to e, al first gendr, 
and then to bright redness, and gradually heat the portion oi 
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die tube containbg the mercurial compound to redness 
When the substance is completely decomposed, heat ihe 
magnesite to expiel the traces of mercurial vapour within the 
tube, ^Vhilst the tube is still red hot, cut off the tube at t. 
and wash any adhering mercury into the fiask. Agitate ihe 
mercury beneath the surface of the water so as to bring it 
together into one globule, and in about half an hour decant the 
clear water ; pour the mercury on to a small weighed watch- 
glass, remove the water as far as practicable by filter-paper, 
and before re-weighing it place the watch-glass and raeial 
for an hour or two beneath a bell-jar containing strong sul- 
phuric acid. The only mercurial compound which l^us 
resists complete decomposition is the iodide ; it may be 
readily analysed, however, by substituting copper filings fof 
the lime. Cinnabar may be readily analysed by heating it 
with nitric acid of sp. gr. 1-4 in a closed tube for a couple 
of hours : the sulphur is converted into sulphuric acid, which 
may be determined as barium sulphate. Silica, heavy spar, 
&c., remain undissolved. The mercury is precipiuted as 
ralomel by phosphorous acid — as described below. 
In the case of very poot oies oi cvn'aaiws t»»«»^-ai,i,''ait$ 
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quantities of bituminous matter, such as those of Austria, 
the foregoing process may be judiciously modified by first 
extracting the organic matter from the powdered ore by means 
of benzol, thoroughly drying the residue, and treating it with 
a solution of barium sulphide (containing about 50 grams of 
barium to the litre). The mercuric sulphide is precipitated 
from the solution by means of hydrochloric acid, filtered, 
dried, and digested with carbcn bisulphide to remove ad- 
mixed sulphur. The impure mercuric sulphide is then 
dried, re-dissolved in aqua regia, the liquid concentrated, 
and mixed with solution of phosphorous acid, allowed to 
stand about 12 hours in the cold, and the precipitated calo- 
mel collected oil a weighed filter, washed with hot water, 
and dried at 100°. 

Mercury may be readily determined by electrolysis. The 
solution of the metal is poured into a weighed platinum dish 
and slightly acidified with sulphuric acid, and the dish is 
connected with the zinc pole of a battery of six bichromate 
cells, the carbon end being attached to a piece of platinum 
foil which dips into the solution. Mercurous chloride 
gradually separates, and this is finally reduced to the metal, 
and in about an hour all the mercury is precipitated. The 
metal is washed with water, alcohol, and ether, and dried 
over oil of vitriol and weighed. 

\Note on the Preparation of PJiosphorous Acid. — Small pieces of 
phosphorus are introduced into a saturated solution of copper sulphate 
contained in a corked flask; metallic copper is first reduced, which is 
ultimately converted into black copper phosphide, and the aciH solution 
consists of a mixture of phosphorous and sulphuric acids. The latter 
may be removed by the cautious addition of baryta water. The pre- 
cipitate is allowed to settle, and the clear solution of phosphorous acid 
decanted and preserved in a well-stoppered bottle, as it oxidises on 
exposure to air. It is a very powerful reducing agent, and may be use- 
fully applied in a variety of cases.] 

XXXIX. Coal. 
In the proximate analysis of coal we require to determine 
the amount of moisture, volatile maUtx, coV^, ^"^^ ^sA 

u 
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sulphur. If the actual amount of caibon, hydrogen, lad 
nitrogen is needed, recourse must be had to elemnttiy 

organic analysis. 

Determination of the Moisture, — ^About a giams of the 
finely-powdered coal are weighed out and dried betweei 
watch-glasses at 105-110^ for an hour, and the loss isKt 
down as moisture. With the quantity of coal taken thektt 
of weight appears to be greatest at the end of this time: on 
further heating, it actually increases in weight, an effect^ 
probably to the oxidation of the finely-divided pyrites. 

Determination of the VolaUle Matter. — ^About 3 gnunsof 
the powdered undried coal are heated for four minutes o?er 
a Bunsen flame, and then immediately, without coolings fe 
the same length of time over the gas blow-pipe flame. The 
loss is set down as volatile matter + moisture. The tesidoe 
gives the coke + ash. 

Determination of the Ash, — From 3 to 5 grams of the 
finely- divided coal are heated in a small platinum dish over 
a Bunsen lamp. Usually the incineration proceeds with 
rapidity : if it is found necessary to increase the draught of 
air over the heated mass, the arrangement described in the 
section on Analysis of Ashes of Plants may be employed. 

Determination of tJie Sulphur — The sulphur in coal exists 
in two modifications — as p)n:ites and as calcium sulphate. 
The sulphur contained in the p)n:ites alone influences the 
economical application of the fuel 

The total amount of sulphur may be determined by heat- 
ing about 2 grams of the powdered coal with four times its 
weight of pure sodium carbonate in a platinum dish, or the 
coal may be heated in a current of oxygen and the gases 
passed through a solution of hydrochloric acid and bromine, 
the sulphuric acid being determined by precipitation with 
barium chloride. The sulphur existing as calcium sulphate 
may be determined by boWiw^ $ ^raLxn&o€ iVN&^ely-powdered 
coal with a solution contam\i\^abovx\.\)cvfc ^Axck&^€>sigpx^\^Sl^ 
%odk\m carbonate, whereby \Vve caXcv^m ^x^^JtoXa Sa ^wasat 
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posed, calcium carbonate and sodium sulphate being formed. 
Filter the solutiop, acidify with hydrochloric acid, and add 
barium chloride. The difference between the total amount 
of sulphur and that found after boiling with sodium car- 
bonate represents the amount as pyrites. The same process 
is of course applicable to the determination of the iron 
sulphide and gypsum in coke. 

JDeterminatim of Specific Gravity, — It is occasionally 
desirable to ascertain the weight of a cubic foot of the fuel, 
or the number of cubic feet corresponding to a ton. This is 
easily calculated when the specific gravity of the coal is 
known. The specific gravity is readily determined by weigh- 
rig the coal in air ; and in water by suspending it from the 
tun of the balance by a hair or thin wire. The piece taken 
should not be too small, and care should be taken that no 
air bubbles adhere to it during the weighing. It is desirable, 
too, that the coal be soaked sufficiently : this is easily effected 
by immersing the lump, after attaching the hair or wire to 
It, in water, in the flask of the filter-pump, and exhausting 
the air within the ap>pardtus as far as practicable. The 
weight of a cubic foot of the coal in pounds is found from 
the expression : 

log. sp. gr. + i79s88=log. wt of cb. foot 
The number of cubic feet in a ton 

— I •55437— log- sp. gr.=log. cb. ft. 

XL, Examination of Water used for Economic 

AND Technical Purposes. 

I. Collection of the Sample, — The water to be analysed 
should be collected in stoppered glass bottles — those known 
as 'Winchester Quarts/ which hold about 2\ litres, may be 
conveniently employed. As a rule two of these bottles will 
contain sufficient water for an ordinary examination. I€^ 
however, an exhaustive analysis is reqvuted, do\3^\^ ox e»^«\. 
CneWe this amount may be necessary. Caie iax\sX >o^\2i^^'o^ 

V 2 
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that the bottles, and the vessels employed to fill them, aie 
quite clean, and a due amount of judgment should be used to 
obtain a representative sample. In collecting the water from 
a river or tank the bottles themselves should be immened b^ 
low the surface, and rinsed once or twice with the water. In 
taking the water from a pump or pipe a considerable quan- 
tity should be allowed to flow away before the sample is 
collected. The bottles should be filled up nearly to the ned 
and the stopper tied down with string : no luting or sealing- 
wax should be used. 

Glass bottles are preferable to stoneware jars, for the 
reason that earthenware is not readily cleaned ; moreover it is 
liable to affect the hardness of the water, as the day not un- 
frequently contains notable quantities of calcium sulphate. 

2. Preliminary Observations, — Fill a tall narrow cylinder 
of white glass with the water to be examined, and compare 
its colour with that of distilled water contained in a similai 
cylinder. Heat a portion to about 30° in a wide test-tube, 
shake, and note if the water possesses any peculiar odour or 
taste. 

In the outset the analyst must decide whether the water for 
analysis is to be filtered or not. His decision will depend upon 
the manner in which the water is used by the consumer. If it 
be considered necessary to filter the sample, care must be 
taken that the paper employed is free from ammonia. It 
should be steeped in distilled water for some time before 
use, dried and folded, and heated in a weighed tube 
for some hours at 120°. It is placed in the desiccator 
and v/eighed when perfecriy cold. It is now properly fitted 
into the funnel, and the filter-flask is replaced by a clean 
' Winchester Quart,' in which the filtrate is directly received 
The quantity of the water to be filtered is measured ; as soon 
as the whole has passed through, the funnel is removed fitm? 
the bottle and washed \\\lVv distilled water (the washings 
must not be allowed to mvy. mOcv \5cv^ i^\ei^^^^\&^^'%s^ 
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dried at 120° for some hours in the stoppered tube, and again 
weighed The increase in the weight gives the quantity of 
total suspended matter in the known volume of the water. 
Incinerate the paper in a small platinum crucible, treat the 
residue with a few drops of solution of ammonium carbonate, 
dry and weigh ; the quantity in excess of that contained in the 
filter gives the amount of suspended inorganic matter in the 
water. 

If it is considered unnecessary to filter the water, care 
should be taken to shake the bottle before withdrawing 
portions for analysis. 

3. Estimation of the Ammonia, — It is desirable to proceed 
at once with the determination of this constituent, since it i^ 
the most liable to change. The method of estimation is 
based upon the fact that an alkaline solution of mercuric 
iodide added to a liquid containing ammonia produces a 
brown colouration, due to the formation of the iodide of 
tetramercurammonium. This test, known as Nessler's, is 
capable of detecting i part of ammonia in 20,000,000 parts 
of water. 

JPreparaiion of the Nessler Test. — Dissolve 35 grms. of 
potassium iodide in 120 c.c. of water, transfer 5 ex. of the 
solution to a clean beaker, and add, little by little, a cold con- 
centrated solution of mercuric chloride to the remainder 
until the mercuric iodide ceases to be re-dissolved on stirring. 
Add the 5 c.c. of the potassium iodide to re-dissolve the 
remaining mercuric iodide, and cautiously continue the ad- 
dition of the corrosive sublimate solution until a very slight 
precipitate only remains. Now add an aqueous solution of 
potash, prepared by dissolving 100 grams of 'stick' potash 
in 200 c.c. of water, and dilute the mixture to 500 c.c. The 
liquid should be allowed to stand for a short time, and a 
portion decanted into a small bottle for use. As the small 
bottle becomes empty it is replenished from the other. In 
addition we require : 
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^^ ^) A Siiii iard Sobition of Ammonium CJtierid{.—^«ir 
itolve 07867 gnn. ofpuTeainmomuinchlondeuialkreaf^ 
tilled waicr. Pour it into a clean stoppered bottle, aod bM 
it ' Ammonium Chloride Solution No. i.' Withdra* 100 
cc of this solution and dilute it also to i litie- Call il 
' Ammonium Chloride Solution No. 2.' 1 cc of the bita 
solution contains '025 of amilUgramofavim^itia. Thesdi- 
tion should be delivered from a Mohr's burette, fitted wiA 
glass stopcock, and graduated to tenths of a culuc cm&- 
metre. 

(/3) A small Pi^ io a jiaul i c.e. ef the Xaibr 

Test. — This may ru '^ rom a short piece of glass 

lube. Also %e\ larked a, b, c, d, &c, 

about 30 cm. in! c capacity. To gradnate 

them, transfer 50 c ich, and mark ibe levelof 

the liquid on the gl^i- r three pieces of thin glaffl 

tube, about 30 cm. in iengLu, <ii:u 3 mm. in external diameto', 
the ends of which should be blown into bulbs of sudi 
diamett,-r tliat they will readily pass into the cylinders ; th( 
other ends are sealed. 

(y) Distilled Water free from Ammonia.— -Ths distilled 
water of the laboratory must be tested for ammonia. Rinse 
one of the cylinders with the water and fill it up nearif 
to the top ; add i ex. of the clear Nessler solution, and 
agitate with the bulb-tube (/)) by drawing it up and down 1 
few times within the cylinder. If, after standing for fiw 
minutes, the water remains perfectly uncoloured, it may \x 
considered free from ammonia. If it shows a yellow or brown 
tint, re-distit it after addition of about r gram of pure sodium 
carbonate ; collect the distillate in a Winchester quart, as 
soon as 50 cc. received in one of the cylinders gives no 
reaction for ammonia on testing ivith the Nessler solution. 
If ordinary water is used, the distillation must not be cairitd 
to dryncas, and the water Temimmg in the retort or boila 
must'be thJX)wnawaybe£oIeailes\vI\^im'6fcJ^s,&E^3iR.4b. 
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TIx Process, — Transfer 50 c.c. of the natural water to be 
tested to one of the glass cylinders standing on a sheet oi 
white paper, add i c.c. of the Nessler solution and agitate 
with the bulb-tube. Run 50 ex. of distilled water into a 
second cylinder, add '2 c.c. of Ammonium Chloride Solution 
No. 2, mix thoroughly, and compare the tints in the two 
cylinders. If they are about equal in intensity, take half a 
litre for the estimation : if the coloration in the natural 
water is the more intense, take a proportionately less quantity. 
This testing is simply preliminary : its object is to afford an 
idea of the proper quantity to take for the actual estimation. 
Observe whether the natural water becomes turbid after the 
addition of the Nessler test ; a decided precipitate is due to 
lime or magnesia salts, and indicates hardness. 500 c.c. of 
the water, or a less quantity if the preliminary testing has 
shown that ammonia is present in considerable amount, are 
placed in a capacious retort, and connected with a Liebig's 
condenser, which should be freed from ammonia by previously 
blowing steam through it for a few minutes. If less than 500 
c.c. of water have been taken, the liquid in the retort should be 
made up to this volume by the addition of pure distilled 
water before the distillation is commenced. Add about i 
gram of recently-heated ai!d pure sodium carbonate, note if 
much precipitate is formed, and distil rapidly over the direct 
flame. Collect 50 c.c. of the distillate in one of the cylinders, 
A ; when filled replace it by a second cylinder, b. When 
the second cylinder is full, remove the lamp ; add i c.c. of 
Nessler's solution to the second 50 c.c. of the distillate (i.e. b), 
agitate, and place it on a sheet of white paper. Now fill up 
a third cylinder, z, with pure distilled water to within a few 
centimetres of the level of that in b, add as much standard 
Ammonium Chloride Solution No. 2 as you think will pro-, 
duce the same depth of colour as in b, and afterwards i c.c. 
of Nessler's solution : add a Httle distilled water if necessary, 
so as to make the two levels in the tubes coincident 
Agitate and compare the tints. If the coVomi ol\!cv^\\QjpbA\^ 
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the two cylioden, after lundiiis abend 5 nmnaa, h e^ot 
MV at uncc know llic amouoi of a mm o nt i c Mmii iwJ 
11 u equal to thai cxmtiuncd in the ixihiinc of 
ncmium chloride soluiion added to z. If the 
not eiual (o that in n. [xnir avay die cootents of iIk fame 
Cylinder, rinse it, lill it w-ith a second ponkn itf OsdM 
miLT, aild more or )css ammoniutn chloride sohnxn, at Ae 
(a>c may be, and 1 c.a of the Neeslei test* 

If (he quantity of ammtMiia in D does not exceed vi tt* 
mtlligram (e(|Ual lo 0*4 c.c. of the standard a nr i i " "' -" 
chloride HOlution), tlu- distilUtion may be discoodnued : if 
tile amonnt is greater than this, the boiling must be rene*t& 
nnil NiiccoiMVQ portions of 50 cc of the distillate tested luilil 
die above limit h reached. Jf the quantitj- of smmoDia in u 
doeit not exceed that corresponding to 08 cc of Ac 
Htandard tiiilution of ummonium chloride^ the amount in ' 
iniiy lie determined in the manner directed ; if the quantity is 
greater timn ihiti, 35 cc, or less if need be, of the solution must 
be Ir.insffrred to another cylinder, diluted to 50 c.c. nitli 
[jure ilistilltd water unci tested as above. A colour [jroiluied 
by more than 4 cc, of llie ammonium chloride solution wn- 
not bo conveniently compared, since the liquid is apt to 
become turbid. In the case of waters knoivn to contain 
much nnnuonin, ns in sewage, distil over 100 cc at ooa 
into a larger cylinder, withdraw an aliquot portion, dilute to j 
50 c.c, nnd titrate in the manner directed. 

The determination of the ammonia in water used fof 
drinking is of great iniportante, since an undue pioporlio" 
of this substance denotes contamination with sewage- 
Sewage may contain from 2 to 10 parts of ammonia in 
100,000 parts of liquid : river-waters maybe said to contain 
on the average about o'oi part, although this amounlis 

■ The iitUlition of more ammonium chloride solutLon n^- the Ntssltt 
le^l hna been miied with (he liquid would cause a turbidity, which ft- 
venta accurate comparison. 
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subject to great variation. Bad well-waters sometimes con- 
tain as much as 0*5 to i part in 100,000 parts. 

Estimation of ' Albuminoid Ammonia' — Messrs. Wanklyn 
and Chapman have found that many nitrogenous organic 
substances yield either the whole or a definite portion of 
their nitrogen in the form of ammonia when boiled with an 
alkaline solution of potassium permanganate. Hippuric 
acid parts with all its nitrogen as ammonia when thus treated : 
whereas albumen gives up only 10 per cent, of ammonia, 
uric acid 7 per cent, and creatine 12*6 per cent. Since it is 
highly probable that the azotised organic matter contained 
in water is of an albuminoid nature, its quantity may be 
approximately estimated by determining the quantity of 
ammonia yielded by boiling the water with an alkaline solu- 
tion of potassium permanganate ; according to Messrs. 
Wanklyn and Chapman, 'the disintegrating animal refuse' 
in the water Svould be pretty fairly measured by ten times the 
albuminoid ammonia which it yields.' * 

The liquid remaining in the retort after distillation with 
sodium carbonate (Estimation of Ammonia) is mixed with 50 
C.C. of a solution obtained by dissolving 8 grams of potassium 
permanganate and 200 grams of potassium hydrate in i litre 
of distilled water. The mixture should be boiled for some 
time previous to use and preserved in a well-stoppered 
bottle. After the addition of the permanganate solution, 
heat the retort over the naked flame, and distil successive 
portions of 50 cc, and determine the quantity of ammonia 
present in them with the Nessler solution. As soon as the 
distillate contains less than -oi milligram of ammonia, the 
process may be considered at an end. Add together the 
several quantities of ammonia obtained. The succussive 
ebullitions occasionally noticed in bad water may be dimin- 
ished by throwing a number of recently-ignited pieces of 
pumice into the liquid. 

* Wanklyn and Chapman, * Water AxvsA^svs,'' ^. ^^. 
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Estimation of Organic Carbon and Nitrogen (Frank/and 

and Armstrong's Process). 

Drs. Frankland and Armstrong have proposed to estimate 
the carbon and nitrogen contained in the organic matter 
present in water by direct combustion. The water is 
evaporated to dryness, and the residue is mixed with cupric 
oxide and burnt as in the elementary analysis of an organic 
compound. The resultant gas is collected over mercury, 
and the proportion of carbon dioxide and nitrogen deter- \ 
mined by gasometric analysis. The process occupies con- 
siderable time, but if the evaporation of the water be 
commenced as soon as the ammonia-determination has been 
made, the residue will be ready for the combustion (which 
occupies about an hour) by the time that the hardness, total 
soluble matter, nitrates, &c., have been estimated. 

I. Evaporation of the Water, — The quantity of the water 
needed for analysis will depend upon its quality.. If less than 
0*05 part of ammonia in 100,000 parts of water has been 
found, a litre should be taken ; if more than 0*05, but less 
than 0-2, half a litre will suffice ; if more than 0*2, and less 
than I 'o, a quarter of a litre should be used. Of sewage, which 
is much richer in organic carbon and nitrogen, 100 cc, or 
even less, may be taken. 

Transfer the measured quantity of the water to a large 
flask, add to it 20 cc. of a saturated solution of washed 
sulphurous aciJ, and, if it does not exceed 250 cc, boil the 
mixture for a few seconds to expel the carbon dioxide pre- 
sent. Transfer the water, little by little, to a hemispherical 
gJ iss dish, 10 centimetres in diameter, and shaped somewhat 
like a finger-bowl : during the evaporation the glass dish 
should be supported in a copper basin provided with a pro- 
jecting flange and resting on the water-bath, and over it 
should be placed a glass shade, about 1 2 in. high (such as 
IS used for covering statueUesy The steam condenses in 
the inside of the shade and ^ows dov^xv vcvvo >^^^ Q»\r^^\ ^v^^. 
m'ng the space between l\ie Inno dv^\v^^ ^^^^ ^^^-^'^'^ ^^ 
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water flows out by a small Up on the edge of the copper dish, 
and is led off by a piece of tape. The destruction of the 
nitrates and nitrites by the sulphur dioxide may be greatly 
accelerated by the addition of 2 or 3 drops of ferrous chloride 
solution (prepared by dissolving well- washed ferrous hydrate 
precipitated from ferrous sulphate by pure soda solution in 
the minimum quantity of pure hydrochloric acid) to the first 
dishful of the water ; if the water is free from carbonates it 
will be necessary also to add i or 2 c.c. of a solution of 
sodium bisulphite in order to combine with the sulphuric acid 
formed, which if free would decompose the organic matter on 
concentration. If, however, the water in the glass dish or 
flask ceases at any time during the progress of the evapora- 
tion to smell of sulphur dioxide, more of the solution should 
be added. If the water is found to contain much nitric 
acid it may be necessary to digest the residue with .a dilute 
solution of sulphur dioxide, and again evaporate to dry- 
ness, to ensure the complete elimination of the inorganic 
nitrogen. 

2. Combustion of the Residue. — Introduce a small quantity 
of cupric oxide in fine powder (made by oxidising the metal 
in air*) into the dish, and mix it thoroughly >vith the residue 
by the aid of a small steel spatula : this should be very 
elastic, so that by accommodating itself to the curvature of 
the dish the dried residue may be completely detached from 
the glass. Fill about 3 centimetres of the carefully-cleaned 
combustion tube (which should be about 40 centimetres in 
length and i centimetre in internal diameter, sealed at 
one end and rounded like a test-tube) with pure copper 
oxide, and transfer the whole of the mixture in the glass dish 
to the tube, rinsing the dish with small successive portions of 

* The copper oxide may be prepared by cutting copper wire or sheet 
into small pieces, washing the metal, and heating it in a muffle. The oxide 
obtained by strongly heating the copper nitrate cannot be well employed, 
as it is very difficult to expel the last traces of mtTogeiv ixo\xv.\\.. 'W^ 
cupric oxide remaining in the tube after the combMstvon \^\^ ^^ ^-^^^'^- 
tjon of that with which the substance was mixed"^ xiv^cy \>^ -'^fifc^ ^^"s^ 
a^er It has been re-heated in a current of air. 
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pure cupric oxide in fine powder. Add copper oxide to the 
tube until it is a little more than half-filled, insert a cylinder 
of metallic copper, about 8 centimetres in length, made by 
wrapping fine copper gauze round a piece of thick copper 
wire,* and then add 2 centimetres of granular copper 
oxide in order to oxidise any carbon monoxide which 
might be formed on burning. The end of the tube is 
softened in the flame of the blow-pipe and drawn out to 
form a tube about 150 millimetres long and 4 millimetres in 
diameter. Bend the tube at right angles, fuse the edges in 
the flame, place it in the combustion fiimace and attach it 
to the Sprengel pump. 

Fig. 66 shows the arrangement of this apparatus as applied 
to the purpose of exhausting the combustion tube. <z is a 
glass fimnel maintained full of mercury, and connected by 
means of a short piece of caoutchouc tube, on which is a 
screw clamp, ^, with a long narrow tube which passes nearly to 
the bottom of a wider tube, d^ 90 centimetres in length and 
about I centimetre in internal diameter ; the upper end of 
d is connected with a glass funnel in the manner represented 
in the figure, d is connected with the tube/^ by a piece 
of strong caoutchouc tube covered with tape and provided 
with a screw clamp. The tube /^ is about 6 millimetres in 
diameter and 600 millimetres in length; it is attached to a 
tube,^^ k^ about 1,500 millimetres long and 6 millimetres in 
external diameter, but with a bore of only i millimetre. The 
portion ^ ^ is about 20 centimetres long ; the portion ^ ^ is 
about 130 centimetres. To give them stability the tubes are 
fastened together by caoutchouc and copper wire. At the 
upper portion of the bend is a tube, h /, about 12 centimetres 
long and 5 millimetres in diameter. The combustion tube 

♦ The cylinder must be previou-ly heated in the lamp, so as to 
oxidise it superficially : it is then placed in a tube and heated in a 
current of hydrogen, in order to reduce the oy\de loxxc^^^. 'W^ 
cylinder must be allowed to cool in the gas be^oie Sx\s 'm\\A\'a.N<T^ ^x^"«^ 
the tube. 
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f "la cor d with the tube h I by the tube I m k, 

of the saint aracter as the tube h k. The tube I m n'ls 
connected \ 'i the tube // / and with the combustion tube 
by short k is of well-fitting caoutchouc tube ; the joint 
at /is bou. round with copper wire, and is surrounded 
with glycen contained in the wider tube supported by a 
corkonA/; the joint at«ia in like manner surrounded by 
a wider tube filled with water. On the tube Im » is a small 
bulb, which is immersed in cold water during the combus- 
tion ; its object i eater portion of thewaiei 
formed on burnin e tube A Us re-curved ai 
Jt, where it ends - -trough /. The trou^ 
p (shown in pli is cut out of a solid 
piece of mahogai.j- imetres long, 15-5 centi- 
metres wide, and ■ ep, outside measurement. 
The edge rr is 13 e, and the shelf ^ is 65 
millimetres wide, 1,., long, and 50 millimetres 
deep from the top of Itie trougn. The channel i is 25 milli- 
metres wide, and 75 millimetres deep ; at one end of it is a 
circular well, w, 42 millimetres in diameter, and 90 milli- 
metres deep. The recesses u u receive the re-curved ends 
of the Sprengel pumps : the object of having two recesses is 
to allow of two experiments being made simultaneously: 
each recess is 40 millimetres long, 25 millimetres wide, and 
75 millimetres deep. The tubes destined to receive the gases 
are supported against the iron wires vv. The trough stands 
upon four short legs, and has a side tube and clamp, g, to 
draw off the mercury to the level of the shelf s when 
necessary. 

When everything is arranged, heat the fore part of the 
tube containing the metallic copper and unmixed copper I 
oxide, and allow a gentie stream of mercury to flow from 
the funnel a : on reaching i the metal passes down the tube 
^A in detached portions, each carrying before it a small j 
Quantity of air from the coTtftiMS'aoTi tiibc Caie. ■mvisfc be | 
taken so to control the flow ot tocioii^ -Ccas.vtiwswS'.** 
-7 the tube / m «. The bxAb on ■iv^ to\« 1 «u *m- 



306 Qiiaiitiiative Clu^ntiral Anaiysis. 

Dished witil a capillary tube, glass stopcock, and steel ap^ 
^ h, exactly like f g. The mercury trough /, seen in plan 
in D and in section in e in fig. 69, is cut out of a solid piece of 
mahogany ! it is 365 millimetres long, 80 millimetres bread. 
and 90 millimetres deep, outside measurement The rim 
(J is 8 millimetres broad and 15 millimetres deep. The 
funnel i is 230 millimetres long, 26 niillimeires broad, 
and 65 millimetres deep. In the larger excavation at ihc 
end of the channel is placed the laboratory vessel : it 1545 
miUimetrea in diameter and 20 millimetres in depth belcnr 
the top of Ik The small cavities c c are to receive the 
capsule employed to tran.sfer the tube containing the gases 
fromtbetrough of the Sprengd pump. The trough / tests 
on a telescope- table, and its height is so adjusted that when 
die laboratory vessel is placed in the cavity die faces of the 
■teel caps are in exact coincidence. (Fig. 68.) 

Before using the instrument the 'coirections for capillarity' 
must be determined. When the mercury in the tube b and 
in the measuring tube a cdis freely exposed to atmospheric 
pressure, it will be noticed that the levels of the metal in thf 
two tubes are not coincident ; the level in d is slightly higher 
than in a; on the other hand the level in f and </ will be 
found to be higher than that in d. The difference in eidi 
portion should be determined by taking several observations; 
the correction will also include the error arising from dif- 
ference of level in the zeros of the graduations of d and a ed. 
The determination of the levels should be made by the aid 
of a telescope sliding on a vertical rod. 

To determine the capacity of the measuring tube at eadi 
graduation, first fill the entire tube with mercury, so that ths 
metal drips from the cap g. Close the stopcock/, and slip 
a piece of caoutchouc tube over the cap _: attach the other 
end of the tube to a funnel filled with distilled water ; lower 
the reservoir /, and open the clamp r and the stopcock/ 
As the mercury flows into tine TeseTvaa,'NB.Wa Udi^wn through 
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the capillary tube. As soon as it is below the zero on a, close 
/, remove the caoutchouc tube from the cap and slightly grease 
it, to allow water to pass through it without adhering. Raise 
the reservoir, open/, and expel the water until the upper por- 
tion of the mercury meniscus is coincident with the zero of the 
graduation. Now allow the water to flow out into a small tared 
flask until the level of the mercury is coincident with the 
next graduation, controlling the influx of the mercury by 
the clamp r. Read off" the temperature of the water in the 
cylinder n, weigh the water in the flask, and calculate its 
volume from Table II. in the Appendix. Repeat the deter- 
mination between successive graduations on the whole length 
of the tube in exactly the same manner. 

A table, showing the capacity of the tube at various points, 
is then constructed, the intennediate graduations being ob 
tained by interpolation : as the calculations are much facili- 
tated by the use of logarithms, it will be found more con- 
venient to set down in this table the logarithms of the capa- 
cities in place of the natural numbers. 

To use the apparatus, grease the stopcocks/ and h and 
the faces of the caps g and g' with a little resin cerate mixed 
with oil. Fill a c d with mercury and close / Place the 
laboratory vessel in its cavity, and suck out the air as far as 
practicable by the aid of a caoutchouc tube, which is re- 
moved as soon as the jar is filled. Any remaining air may be 
drawn away by aspirating at g'. Close ^, and fasten the 
faces of the caps tightly together by the aid of the clamp a. 
Of course the entire apparatus must be quite free from air, 

and on opening the stopcocks the 
mercury should flow freely through 
the capillary tubes. To determine 
if the several joints of the apparatus 
are air-tight, close ^, and lower the 
reservoir, until it is orv.al^\^VN^\\Jcv^. 
Since the stopcocks aivd \ci\mxv%s ?:t^ 
thus subjected to a pressure of neaiVy \^^ ^"^ ^\.x»sir 

y 2 
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sphere, any imperfection which may cause leakage will be 
readily detected. Alter the trial replace / in its original 
position. 

The gas to be analysed is decanted into the laboratory 
vessel and treated with one or two drops of strong potassium 
bichromate solution, to ascertain if it is free from sulphur 
dioxide. If this gas is absent the colour of the solution will 
be unaltered ; if present a portion of the chromic triodde 
will be reduced, and the liquid will become green. If any 
change is observed, pass up a few more drops of the solution, 
to complete the absorption of the gas. Open the stopcocks 
and lower the reser\'oir, and transfer the gas to the measuring 
tube ; clo>e // so soon as the liquid in the laboratory vessel 
is within lo mm. from the stopcock. The quantity of gas 
remaining in the capillary tube is too minute to affect the 
experiment. The apex of the mercury meniscus in ^ ^ ^ (as 
seen through the telescope) is made to coincide with the 
nearest division on the tube by allowing merciury to flow in 
from the reservoir /. Read off the levels of the mercun' in 
tubes b and a c d : note the temperature of the water in w, 
together with the height of the barometer. 

l\iss a few drops of strong potash solution by means of a 
pipette into the laboratory vessel, and return the gas to it 
The al)sorption of the carbon dioxide will be complete in 
about five minutes. The gas now consists of nitrogen mixed 
with a small c^uantity of nitric oxide ; it is again brought into 
the measuring tube, and its volume is ascertained in the 
same manner as before. If the volume of the gas is ver}' 
small it is possible that it may already contain oxygen ; if so, 
any nitric oxide which might have been formed will have been 
converted into nitrogen tetroxide, which will have been ab- 
sorbed by the p( )tash solution. The volume of gas abstracted 
in this case is. however, too small to affect the result. To 
ascertain if oxvgen is present, pass up a small quantity of a 
cold svit urate d aciueovis so\\\Uow oi i^nxo^^^jJOCxq. ^cid into the 
jar, and by ^..-jf/v shakuv^ x\Ae ^\.a\\^\ o'L vV^ \xci>\^, \Nkl^n\ '^t. 
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up against the sides of the jar in order to promote 
sorption. As soon as the liquid runs down from the 

lilass without the forma- 

FiG. 71. •- 

tion of a dark red stam, 
the absorption' of the 
oxygen is complete. If 
oxygen be absent, it will 
be necessary to intro- 
duce a few bubbles of 
that gas in order to ox- 
the nitrogen dioxide which may be mixed with the 
sn. The addition of the oxygen may be conveniently 
from the pipette shown in fig. 71. The bulbs ^and b 
Dout 5 cm. in diameter ; the neck joining them is 
k^ed, so that mercury flows through it but slowly. To 
le instrument fill the bulb b and the tubes d and c 
lercury ; introduce the tube //into a small tube contain- 
cygen, standing over the mercury trough, and gently 
te by the aid of the caoutchouc tube e. A few bubbles 
idily drawn over into b^ and the gas is confined by the 
ry in ^ and c ; on introducing the limb d beneath the 
)f the laboratory jar and gently blowing through <?, the 
n may be transferred to the gas under examination, 
the mixed gases to remain in contact with the potash 
)n for a few minutes. When the nitrogen tetroxide and 
; of oxygen have been absorbed, transfer the gas back 
to the measuring tube and determine the volume of 
sidual nitrogen. 

i three reduced volume-readings — ist, of the total 
) ; 2nd, of the nitrogen and nitrogen dioxide (b) ; and 
f the nitrogen (c) — furnish all the data for obtaining the 
volume of nitrogen and carbon dioxide in the gaseous 
re. 

A — B = vol. of CO2. 

— 1_? = vol. of N. 



antitaiivt Cbemka/ Aaaljfsis, 

' From n.. reeled Tohjmes ihe wd^ls <rf ifae caibce 
and nitrogen ai- readily calculated. 

The calculation, as Dr. FranklMid has pointed out, mg 
|>e simplified b; considering the original gaseous miituie ai 
nitrogen, so laj is volume- wdght is conceroed. U a be the 
weight of the total gas, b its vei^t after treatment wiA 
potash, and c after absoipdon bj pyrogallate, the we^ 
of carbon will be } (a— b), and the weight of nitrogai 
-i"*^ since the weighls of carbon and nitrogen in equal 

volumes of carbon i 

the same condiriotui 

nitrogen in equal i 

are as a : I. By 

reduction of cubi 

tenth uf a dt^re* 

work of a few mo u 

Tahleferthe reJudion of Cubic Caitimdrcsof Nitrcgm to Gram:. 

^* (i+o-oo367V)76o '" 



lipgen, measured tmda 
[4, and (he we^hts of 
; and of nitrogen dioxide 
logarithmic table for the 
trogen to grams for each 
::alculation becomes the 



- for each tenth of a d^^ee from 0° to }o' C. 



f ; DO 




0. 


..■3 1 <.-* 


O-S 


0-6 


""' 


0-8 ■ 09 


0° 


621824 


SoS 


793 


777 


761 


"^^ 


7*9 


713 


~^1 


681 




66s 


649 


633 


617 


601 


586 


S70 


554 




521 


3 


S<»7 


491 


47S 


429 


443 


427 




396 




3fi« 


3 


349 


333 


318 


302 


286 


270 


^55 


239 


M3 


20g 


4 


192 


"77 


161 


145 


■3° 




09S 083 


067 


051 


5 


035 


oao 


004 


•989 


•973 


■957 


"942 


•926 


•91 1 


•89s 


6 


S-20879 


864 


848 


833 


8(7 


801 


786 


770 


755 


739 


7 


713 


708 


692 


676 


661 


64s 


629 


6,4 


5^ 


58J 


8 


567 


552 


^f 


5?; 


505 


490 


474 


459 


44i 


428 


9 


413 


397 


382 


3« 


3SI 


335 


320 


304 


289 


^V. 




259 


244 


228 


2'3 


198 


182 


.67 


'51 


■36 




" 


106 


090 


07S 


060 


045 


029 


014 


•999 


•984 -9691 


12 : e-1995.-! 


938 


923 


907 


892 


,877 


862 


846 


831 Si6 


13 1 Soo 785 


770 


7SS 


740 


724 


709 


694 


679 «« 


14 1 648 633 


6[8 


603 


588 


573 


558 


543 


528 5'J 


IS 1 497 1 482 


467 


45* 


437 




407 


39a 


377 36» 
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Table for the reduction of Cubic Centimetres of Nitrogen to Grams — cont. 



f 


o'o 


O'l 


02 


03 


04 
286 


05 
271 


0-6 


0-7 


0.8 


0-9 
211 


16 


346 


331 


316 


301 


256 


241 


226 


17 


iq6 


181 


166 


IS7 


136 


121 


106 


C91 


076 


o6t 


18 


046 


031 


016 


001 


»986 


•971 


»956 


»94i 


*926 


*9ii 


19 


6-18897 


882 


867 


852 


837 


822 


807 


792 


777 


762 


20 


748 


733 


718 


703 


688 


673 


659 


644 


629 


614 


21 


600 


585 


570 


555 


540 


526 


5" 


496 


481 


466 


22 


452 


437 


422 


408 


393 


378 


363 


349 


334 


319 


23 


305 


290 


275 


261 


246 


231 


216 


202 


187 


172 


24 


158 


H3 


128 


114 


099 


084 


070 


055 


041 


026 


25 


012 


*997 


»982 


*968 


*953 


*938 


*924 


*909 


*895 


*88o 


26 


6-17866 


851 


837 


822 


808 


793 


779 


764 


750 


735 


27 


721 


706 


692 


677 


663 


648 


634 


619 


605 


590 


28 


576 


561 


547 


532 


518 


503 


489 


475 


460 


446 


29 


432 


417 


403 


388 


374 


360 


345 


331 


316 


302 



An example of the mode of calculation will serve to render 
the process more intelligible. Let us assume that we have 
made the following readings : — 

A. 



Volume of gas 
Temperature 



5-00 c.c 
150 



B. C. 

(After treatment 
with KHO) 

0-400. C. 0-40 C.C. 

I5IO 152^ 



mm. 



Height of mercury in a, c, d . 300 



It 



»i 



b . 



200 



mm. 
480 
350 



mm. 
480 

330 



Difference .... 
Add tension of aqueous vapour 
(Table III, Appendix) 


100 
12-7 

112-7 
10 

III -7 

760-0 
111-7 


130 

12-8 


150 
12-9 


Deduct for capillarity . 


142-8 
Add for C 
capillarity \ *^ 

145-3 

760-0 
• 145 3 


1 62 9 
2-5 


Deduct from height of bar 


1654 

7600 
165-4 



"Pressure on dry gas 



648-3 



<>1VT ViV^ 
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tog. of vol, of i;a* . o'69E97 I'6ozo6 Vifisii 

■ Pressure on dry eai . . 2-81178 278866 2774» 

log. of weight calc. as N. . 37<i5r' 4'53S54 4*S/09S 

Weight calculated as N. -0050783 -00038507 -OOOJIJJS 

Weight of c«bon - 3;-°o5°7S.i- ■000,185.) ^ „.^^„^ 

Weight or nitrogen p-™'"'"^" -"0037235 „ -00037871 

Sometimes, especially : amount of carbon it 

large, sraaU quantities of lonoxide may be fotrao), 

and may escape com on by llie copper oxide 

placed in the anterioi ; tube. This gas remains 

mixed with the niciugci isorption with potassium 

pyrogallate solution. Its amoiu.. may be detemiined when 
the whole of the gas is transferred to the measuring tube, in 
the last determination of volume, by removing the labora- 
tory vessel, washing it, refilling it witJi mercury, and again 
attaching it to the face of ihe cap. A few drops of solutiMi 
of cuprous chloride are then introduced into the vessel, and 
the gas allowed to act upon it. In about 'five minutes ih* 
absorption of the carbon monoxide will be complete; the 
residual nitrogen may then be remmed to the measuring 
tube, and its volume determined. If any carbon monoiide 
is found, its weight as nitrogen is caiculaced in the manner 
described, and added to that corresponding to the carbon 
dioxide before multiplying by 4 i its weight must also be 
deducted from that corresponding to the volume after treat- 
ment with potash. 

Since the accuracy of this method of combustion depends 
upon the perfection of the vacuum obtained by the Sprengel 
pump, and is liable to be affected to some slight degree bf 
nitr(^en retained in the copper oxide, absorption of ammo- 
nia during the evaporation, &c., it is advisable that tiie . 
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experimenter should perform several blank determinations, 
to ascertain the accumulated effect of these errors. This 
should be done by evaporating to dryness in the manner 
described a litre of pure distilled water, with the usual 
quantities of sulphurous acid and ferrous chloride solutions, 
together with about ci gram of recently ignited sodium 
chloride, to afford a residue which can be transferred to the 
tube. The residue is then to be burnt, and the gases analysed 
as directed : the amounts of carbon and nitrogen thus found 
are to be deducted from the quantities obtained in the sub- 
sequent analyses of water- residues. The corrections should 
amount to '00006 gram of carbon, and -00005 of nitrogen 
per litre of water. The amount of nitrogen existing as N H3 
must be subtracted from the quantity of N thus found ; the 
remainder may be set down as organic nitrogen. 

The estimation of the organic carbon and nitrogen in 
water is of great importance in deten„iining the degree of 
organic contamination which it has experienced. Good 
drinking water should not contain more than 0*2 part of 
carbon, and 0*02 part of nitrogen per 100,000 parts of water. 
Sewage usually contains about four parts of carbon, and two 
parts of nitrogen. The ratio of carbon to nitrogen is of 
especial importance ; the lower the ratio the more objection- 
able is the organic matter. The ratio in water for domestic 
supply may vary from five to twelve ; sewage varies from 
one to three ; polluted river-water from three to five. (For 
further details consult Frankland's * Water Analysis,' Van 
Voorst, 1880.) 

Dittmarr's and RobinsotHs process, — Tn this process the 
organic carbon is determined by weighing as carbon dioxide 
as in an ordinary combustion, whilst the organic nitrogen is 
converted into ammonia by ignition with soda or soda-baryta, 
as in the mtthodi given on p. 334. 

I?i?fifr/nma//on of Organic Carbon,— Y.^^'^^^'^^-'t ^\\^^ f- 
e water, after treatment with i c,c oi a saWrtaX^^ %Os>^xx^^ 
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of sulphurous acid, as described on p. 258, in a glass dish 
under the bell jar, and transfer the dried residue by tlic 
aid of a spatula to a platinum boat, which is then id 
be introduced into a short combustion tube, one end of 
which has been previously diawn out, and into which is 
placed (i) a spiralof silver wire gauze to reduce any nitrogen 
oxides which may be formed, and {i) a layer of granular 
copper oxide. To the drawn-out end of the tube is attached 
a small V-sbaped lube, containing a solution of chromic 
acid in 6d per cent, sulphuric acid, to which is adapted 
a short tube filled with calcium chloride. The cartKffl 
dioxide is absorbed in a light lube containing soda-lime 
and calcium chloride, previously weighed. The platinum 
boat containing the residue having been placed in the 
combustion tube, the posterior end is connected by a 
cork and bent tube with a gas-holder containing air freed 
from carbon dioxide. The oxide of copper and silver ate 
first heated, and then the platinum boat, a stream of the 
purified air being meanwhile sent through the appantus. 
The carbon dioxide freed from water and sulphur dioxide by 
passing through the chromic acid solution is absorbed by 
the soda-lime. 

Determination of Organic Nitrogen. — Place half a litre 
of the water in a flask connected with a condenser, and 
distil, collecting the distillate in the manner directed on 
p. 295, so as to determine the ammonia. The distillation 
is to be conducted imti! only about 30 cc. are left in the 
flask. Add solutions of sulphurous acid and ferrous chloride 
to destroy nitrates, and if the solid residue is known to be 
small, add too a small quantity of potassium sulphate. 
Complete the evaporation under the bell jar, and when dry 
transfer the residue to a large silver or copper boat, moisten 
with a drop of water, and cover with 2 or 3 grams of a fiuri 
•nixfure of equal weigbls ofbiT^xa-Mii^oAi. Ixitroduce the 
into a short combvistwTv W\». co'c^fc'iwft. m. w« w^ 
, l7-tubeconUunmBaVuo*^''ti^>^^^-«'^^ 
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!ated with a few drops of pure hydrochloric acid, and 
:o the other end adapt an arrangement for sending a 
current of hydrogen through the apparatus. Heat the 
Eube to redness; the organic nitrogen is converted into 
ammonia, which is absorbed by the dihite hydrochloric 
acid : its amount is estimated by the Nessler test, as de- 
scribed on p. 295, on one-tenth of the solution diluted to 

50 C.C. 

Blank experiments should be made in both determina- 
tions, and the necessary corrections introduced. 

Estimation of Total Soluble Matter, — Ignite and weigh a 
platinum dish, place it on a glass ring on the water-bath, and 
fill it with the water to be examined, previously measured in 
a 250 cc. flask. As the liquid evaporates, add successive 
portions from the flask ; rinse the vessel when empty with a 
small quantity of distilled water, and pour the washings into 
the dish. When the water has entirely evaporated, heat the 
residue to 100°, for an hour, or until its weight is constant. 
The increase in the weight of the dish gives the amount of 
soluble matter contained in the :J-litre of water. 

Estimation of Nitrates and Nitrites* — This may be 
effected in the residue obtained from the preceding deter- 
mination, by the action of precipitated copper and zinc 
The apparatus seen in fig. 72 serves for the decomposition. 
A is a flask of 100 cc. capacity, fitted with a caoutchouc 
stopper, containing (i) the tube funnel b, provided with a 
glass stopcock, and (2) the bent glass tube ^, which is con- 
nected, by means of a well-fitting stopper, with one of the 
cylinders, <?, used for the ammonia estimation (p. 292). This 
stopper also carries the bent tube d^ which is about 5 milli- 
metres in internal diameter, and is partially filled with frag- 
ments of well-washed glass. Place 3 ot ^ ^2cav^ oJl n«.^ 

* Jour. Chem. See. June i&IV 
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thin sheet-zinc in sinail pieces in a, and cover it with a 
tolerably concentrated solution of copper sulphate. Alio* 
the solution to act upon the ztnc for ten or fifteen minute^ 
pour off the supernatant liquid, and fill up the flask sereul 
times with cold distilled water to wash the precipitated cop- 
I)er. After the la.st washing, remove the water as far as 
practicable. Add about 25 cc of distilled water to the 
F,c. ,,, residue obtained in the 

determination of the 
total soluble matter, to- 
gether with a piece of 
recently ignited lime, 
about the size of a , 
hemp-seed, and boil 
the liquid (to destroy 
any urea which maybe 
present), until 4 orscc 
only remain. Transfer 
the liquid to the flask k, 
rinse the di^h with dis- 
tilled water, so as to 
make up the volume in 
A to about 15 cc. cf 
ao cc. Fit in the cork 
of the flask, add one 
drop of dilute hyiiro- 
chloric acid (free 'from 
ammonium chlordelio 
the cylinder c, together with 3 or 3 ex. of distilled water, and 
:ilso moisten the gbss in d with t.vo drops of the acid. Fii 
the cork into e, and place the tube in a beaker of cold water. 
:is represented in tig. 72. Heat the liquid in a to boilini;. 
and distil it over into c ; when .\ is nearly empty, fill up the 
fimne! with hot water, turn the stopcock, allow the water if 
How into the flask, and towutwifc ■Ontt siw-Uition uniil < 
contains about 40 c-c- o^ M^"^- ^"^^ "^"^ 
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reduced, and the ammonia will be expelled. Raise the 
retort stand so as simultaneously to remove the tube from 
the water in the beaker, and the flask a from over the lamp. 
Wash the fragments of glass in ^; the water is readily 
drawn over into e by the contraction of the air in a on 
cooling. Fill up the tube e to the mark, and agitate the 
liquid by ihe aid of the bulb-stirrer. Transfer 5 c.c. to 
a second tube, dilute with distilled water, add i c.c. of 
Nessler's solution, and agitate. If the degree of colouration 
is measurable, determine the quantity of ammonia required 
to produce it in the manner described on p. 295 ; if the tint 
is too dark for comparison, take a smaller quantity ; if too 
light (as it will be unless the water is very bad), take a 
larger quantity, say 10 c.c. or 20 cc. of the distillate, in 
accordance with the indications of the preliminary trial. 
The following determinations made on known quantities of 
nitre may serve to show the degree of accuracy of which 
this method is capable : 

Takbn. Found. Taken. Found. 

mgms. mgms. mgms. mj^ms. 



^ r I '68 ^ r 2 '42 

'•67- •(,.72 2-So. . 1 2-^9 



Taken. 


Found, 


mgms. 


mgms. 


3 34 . 


. 3*22 


4*i6 . 


. 4*01 



If the operator possesses the gasometric apparatus shown 
on p. 303, the amount of nitrogen in the water existing 
as nitrates and nitrites may be readily and accurately 
estimated by determining the volume of nitric oxide 
evolved on agitating the concentrated water, acidulated 
with strong sulphuric acid, with metallic mercury. This 
process, which is an adaptation by Frankland of Crum's 
method for the refraction of nitre, is conducted as fol- 
lows : The residue from 500 cc. of the water is dissolved 
in a small quantity of hot water, the chlorine precipitated 
by addition of a slight excess of silver sulphate, the 
liquid filtered and concentrated to a bulk not e^wieed- 
ing 2 cc, and is then transferred to l\\e a.p\>^x^X\x'5» 'sfc^'tv 
in Hg. 72 A, This consists of a stout tube ^iboMX. 'i^ ^•'^* 
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long and about V^ cm. internal diameter, fitted with a stop- 
cock. The tube is filled with' 
mercury to the stopcock, and in- 
verted in a basin, also containing 
mercury. The concentrated fil- 
trate is then brought into the 
little cup together with the wash- 
ings, and is allowed to enter 
the tube by cautiously turning: the 
stopcock. About i^ times ibe 
volume of the aqueous solution 
i.s then poured into the cup, and 
thence allowed to pass into the 
tube, which is then firmly dosed 
by the moistened thumb held 
obliqueiy, and vigorously shaken for about five minutes. 
On the completion of the reaction the gas, nitric oxide, is 
transferred to the measuring apparatus, and its volume de- 
tennined. If 500 c.c. of water have been used, the volume 
of the nitric oxide denotes the volume of nitrogen, as nitrates 
and nitrites, in 1000 cc, since nitric oxide contains half its 
volume of nitrogen. If considerable quantities of nitrites 
are present, they must be oxidised to nitrates by adding a 
very dilute solution of potassium permanganate to the acidu- 
lated water until the pink colour is permanent. Sodium 
carbonate is then added to alkaline reaction, and the water 
is evaporated and treated in the manner above described 

Estimation of Nitritis. — A solution of meta-phenylene- 
diamine (CaHgNi) in dilute sulphuric acid gives a dark red 
or reddish violet colouration with small quantities of nitrous 
acid, which may be made the basis of a method for the de- 
termination of the nitrites present in natural waters. The 
method requires — 
(i) A Sduliott of Mdaphmykntdiarnint.~~\3Assobic S 
^ms of the base m 1 \\ue o^ -wasw wMAaoKa^ 
a slight excess of suiphunc acv4. 
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(2) Dilute Sulphuric Acid \ i part of acid to 2 of distilled 

water. 

(3) Standard Solution of pure Sodium Nitrite, — Dissolve 

0*406 gram of silver nitrite in boiling distilled 
water, and add a hot solution of pure common salt 
so long as silver chloride is precipitated. Dilute 
to I litre, allow the precipitate to settle, and make 
up each 100 c.c of the clear solution to i litre. 
I C.C. of this solution is equivalent to o*oi mgrm. 
of N2O3. The solutions must be kept in well- 
stoppered bottles, which should be quite full. 

(4) Four narrow cylinders of colourless glass : these 

should be of such size that 100 c.c. of water rise 
to a height of about 18 c: the level of the water 
should be marked or etched on the glass. Also 
several graduated pipettes or burettes. 

Fill one of the cylinders to the mark with the water to be 
tested, and mix with i c.c of the dilute sulphuric acid and 
I C.C. of the solution of meta-phenylenediamine, and stir 
with the bulb tube. If a red colour appears immediately 
the amount of the nitrite is probably too great for accurate 
comparison : in that case take 50 cc, or 25, or even 10 c.c. 
of the water, make up to 100 c.c, and repeat the trial. The 
colour should appear only at the expiration of 70 or 80 
seconds. 

Into the other three cylinders place measured quantities 
from o'3 to 2*5 c.c of the standard nitrite solution, dilute to 
the mark with distilled water, and add to each i cc. of the 
sulphuric acid and meta-phenylene diamine solutions, and 
:ompare the tints formed with that in the first cylinder. 
"This comparison give a first approximation. The trials are 
repeated on a fresh sample of the water and with the quan- 
dties of standard nitrite now deemed necessary to T^tod\i!Cft. 
I similar tint Lastly, a final series of compaxASOxv^, ^xaxxvxvsj, 
imultaneously, should be made, and the coVomts coxk^^x^^ 
ter the lapse of 20 minutes. 
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Estimation of Chlorine, By Standard Stiver Nitrate and 
Potassium Chromate Solutions, — Dissolve 2*3944 gnn. of 
pure dry silver nitrate in distilled water, and dilute to i litre; 
I c.c. of this solution is equivalent to 05 milligram of chlo- 
rine. The potassium chromate solution should be strong 
and neutral. Transfer 50 c.c. of the water to be tested 
to a porcelain basin, colour with 2 drops of the potassium 
chromate solution, and add the silver solution, drop by 
drop, until the permanent red colour of the silver chromate 
makes its appearance, If 50 c.c. have been taken, the 
number of c.c. of the silver solution employed gives the 
amount of chlorine in parts per ioo,ooo« 

In many highly-coloured waters the final point of the 
reaction is not distinctly visible. In such a case add a small 
quantity of lime-water (free from chlorides) to the measured 
portion of the water, pass washed carbonic acid through the 
liquid, boil, and filter. The colouring matter will in general 
be carried down by the precipitated chalk : the amount of 
chlorine in the filtrate may then be determined as directed 
above. It will be sometimes necessary, however, to destroy 
the organic matter by heat : the measured portion of the 
water, after addition of a small quantity of lime-water, must 
be evaporated to dryness and the residue gently heated. 
Treat the saline matter with hot water, filter, and determine 
the chlorine in the usual manner. 

The quantity of chlorine contained in the water will often 
afford another indication of its purity. Very pure waters, as 
a rule, contain comparatively small quantities of chlorine, 
less than i part in 100,000 ; when contaminated with 
sewage (which contains on the average about 10 parts in 
100,000), the quantity is largely increased. Of course in 
judging of the character of a drinking-water from the amount 
of chlorine it contains, due regard must be had to the nature I 
of the strata through which it percolates. Water originatini: j 
from ^)x\\\g% in the ne\gVibov\i\voo^ 0I \^<i ^^^^ ^s.^ecially it I 
th(d district he sandv, n^ay eorvtow eow-k^vix^i^^bX^ ;sxcvqx\^\s v\ ^ 
chlorine, and yet l.e free from -,eNN;x?,^-xtv^v>Lvi-t. 
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jEstimation of * Hardness,^ — ^Waters are familiarly spoken 
f as * hard ' and * soft ' : these terms have reference to the 
ction of soap upon the water. A * hard ' water necessitates 
le expenditure of much soap before it will give a lather ; 
tiis expenditure is caused by the action of the lime and mag- 
lesia salts, which decompose the soap, or stearate of soda, 
brming insoluble stearates of lime and magnesia. These 
jubstances constitute the pellicle or scum which forms upon 
the surface of a hard water after treatment with soap. Before 
a * hard ' water can give a lather useful for detergent action, 
sufficient soap must be used to convert all the lime and 
magnesia salts present into stearates. The estimation of 
the hardness or soap-destroying power of the water becomes 
therefore an important element in determining its value for 
economic purposes. 

The soap-destroying power of the water is measured 
directly : a solution of stoap of known strength being made to 
act upon a definite volume of the water until a permanent 
(and detergent) lather is obtained. 

I. Preparation of the Strong Soap Solution, — Pound, in 
small quantities at a time, in a mortar, 3 parts of lead plaster 
and I part of dry potassium carbonate. Mix thoroughly, and 
add a small quantity of methylated spirit, and triturate until a 
thin creamy mixture is obtained. After standing for some 
hours, pour the clear solution through a filter, and exhaust 
the residue repeatedly with fresh portions of spirit. If the 
solution remains clear on standing, proceed to determine its 
exact strength by the aid of a standard solution of calcium 
chloride. 

II. Preparation of Standard Calcium Chloride Solution. — 
Weigh out into a porcelain or platinum dish exactly '2 gram 
of finely-powdered marble, cover the dish with a large watch- 
glass, and dissolve the marble in dilute \\ydToOc^oTvc ^cA. 
Heat the basin on the water- bath, andw\veiv \?cve e,x^>3^iv3^^'^ 

Y 
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the carbon dioxide is at an end, rinse the imder-suifiu% oiF 
the watch-glass into the basin and evaporate to compfete 
dryness. Add a small quantity of water, and again evapontt 
to ensure the complete removal of the excess of the hydio. 
chloric acid. Dissolve in water, and dilute to i,ooo cc 

III. Dilution of the Strong Soap Solution, — ^Transfer 50 cc 
of the standard calcium chloride solution to a bottle of 250(X 
capacity, provided with a well-fitting stopper, fill up a burette 
with the soap solution and add it to the water in the bottk 
in quantities of a few drops at a time. After each addition 
of the soap solution insert the stopper, and shake briskly. 
The process is finished when a uniform lather is obtained 
which is permanent for at least 3 minutes, and which may be 
re-formed by again shaking the liquid. Read off the burette 
and dilute the soap solution with a mixture of 2 vols, of 
methylated spirit and i vol. of water, until about 12 cc of 
the diluted mixture are equivalent to 50 c.c. of the standard 
calcium chloride solution; allow it to stand for 24 hours, 
filter it if necessary, again determine its strength, and dilute 
it with the mixture of alcohol and water, until exactiy 14*25 
c.c. are required to produce a permanent lather with 50 cc 
of the standard calcium chloride solution. 

The Process. — Transfer 50 cc of the water under examina- 
tion to the 250 c.c. bottle, shake vigorously, and suck out 
the air from within the bottle by the aid of a glass tube, to 
remove the carbon dioxide expelled on agitating. Fill up 
the burette with the soap solution, and add it, i cc at a 
time, to the water; after each addition insert the stopper, and 
shake vigorously. As soon as a froth begins to form, add 
the solution of soap in smaller quantities until a uniform per- 
manent lather is obtained. If more than 16 cc of the 
soap solution are required the operation must be repeated on 
a smaller quantity of the water. Transfer 25 cc, or less if 
it is very hard, of the water to the bottle, and add sufficient 
distiJJed water to maV.^ \r^ Aik^ no\\«cl^ x^ V^ ^^^and again 



WaUr Analysis. 



323 



l-idd the soap solution, in small quantities at a time, until the 
blather is obtained. Multiply the volume in c.c. of soap 
solution used by the number expressing the fraction of 50 c.c. 
" taken : thus, if 25 have been taken, multiply by a : if 10, 
multiply by 5, The weight of calcium carbonate in 
ioo,ooopartsof water, corresponding to the number ofcc, 
required for 50 c.c, of the water, is given in the following 
table : Column I. gives volume of soap solution ; Column 
II, the corresponding amount of calcium carbonate per 
100,000 parts. 
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■ In waters rich in magnesian-salts the lather aco^mres a. 
.characteristic curdy appearance, eas\\7 iecogci\?ei ^^'v.^ ^ 
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little experience. To familiarise himself with the differena 
in the lathers occasioned by calcareous and magnesian waten, 
the student should make a dilute solution of magnesium sul- 
phate in strength equal to that of the standard calcium chloride 
solution, and compare the lathers obtained by adding a slight 
excess of soap solution to equal volumes of the two liquidi 
If a trial has shown the presence of magnesia salts in large 
proix>rtion, the experiment should be repeated, wth the 
water so far diluted with distilled water, that 50 c.c. of the mix- 
ture require only about 7 cc of the standard soap solution. 

It is well known that the hardness of water is occasionally 
diminished by boiling : such a water contains magnesium and 
calcium carbonates, dissolved in free carbonic acid. On boil- 
ing the water the free carbonic acid is expelled and the car- 
bonates are almost entirely precipitated, no diminution of 
the hardness will occur on boiling, unless it exceeds three parts 
per 100,000, since the carbonates are dissolved to that extent 
by water free from carbonic acid. It sometimes happens 
that the hardness, even when considerable, is not lesseneil 
bv boilini; : in this case it is due to calcium and magnesium 
sulphate's or chloriilos : such a water is termed permaucntr: 
liard : a water wliioh owes its soa])-destroying power to car- 
bonates is said 10 be tcvipcrarily hard. It is generally desin- 
ble to distinLruis!i between temporary and permanent hardness 
hi il'ic analysis. For this j)urpose transfer 200 c.c. of the water 
to a llask, and heat to boiling. After half an hour's gcnt'.e 
ebullition, remove the lamp, allow the water to cool slight:}', 
filter it throuL;h a .^mall filter, make its volume up to 200 c.c. 
and aLjain dLteinrlne the hardness on 50 c.c. of the filtrate. 

'Die number of c.c. of soap solution employed shows t .v.* 
permanent hardnuss, and this subtracted from that ot t;:- 
unboiled water gives the temporary hardness. Sonutiiv.vS 
although rarely, the hardness of the water is in i>art due t'i 
free h\drochl()ric or sulphuric acids; it is advisable, thae- 
i'orc, to asc:crtaiu its leacUoiv Vielc^ic ^vi\.vrt\v\vcvAV2, ks .-cv;- 
dcstroyinir 2)owcr. 



j 



Water Analysis, 325 

The ?iardness of water is of importance in determining its 
value for manufacturing purposes. Hard waters are a source 
Df much annoyance to the manufacturer. The hard crust or 
■cake ' which forms in steam boilers consists of sulphate of 
lime and carbonates of calcium and magnesium, often mixed 
■rith co-precipilated organic matter. 

Detection of Lead and Copper, — Concentrate a litre of the 
irater to about 50 c.c, and filter it, if necessary, into one 
of the cylinders used for the estimation of the ammonia : 
add two or three drops of acetic acid, and 2 ex. of a 
freshly- prepared and saturated solution of sulphuretted hy- 
drogen. If a brown colouration is produced fill a second 
cylinder with distilled water, acidulate with two or three 
(bops of acetic acid, mix with 2 c.c. of the sulphuretted hy- 
drogen solution, and add a standard solution of lead con- 
taining tV milligram per c.c. (obtained by dissolving 0*1831 
gram of crystallised lead acetate in a litre of distilled water) 
until the colouration is equal in both tubes. Copper may be 
accurately estimated by means of a solution of potassium 
ferrocyanide. The reddish-brown tint thus produced is com- 
pared with that formed under similar circumstances in dis- 
tilled water containing a known quantity of copper. Iron 
may be determined by a similar process. (Carnelley, C/iem, 
News, XXXII. 308.) 

To determine if the water has any action on lead fill two 
beakers with the sample ; into one place a bright strip of 
the metal, and into the other a strip which has been tarnished 
by previous exposure to water, and leave them in contact 
with the sample for 24 hours. The strips are then removed 
and the water tested in the manner above described. Many 
waters which rapidly attack a clean surface of lead have no 
action on the tarnished metal : other waters, especially when 
containing nitrates and nitrites, act on lead whether bright 
or tarnished. 

The estimation of the amounts (1) o^ aTOTCvoxCva., V^ ^*^ 
yrganic carbon and nitrogen (or, if prefetieA, o^ \)cv^ '' ^^n^- 
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minoid ammonia '), (3) of nitrogen as nitrates and nitrites, 
(4) of chlorine, (5) of total soluble and suspended matter, 
(6) of the hardness, and (7) of the presence or absence of 
lead, afford the principal data in determining the value of a 
sample of water for domestic supply. 

Occasionally it is necessary to ascertain more particularly 
the nature of the inorganic matter in solution : the brewer, 
for example, frequently wishes to know the actual amount of 
the calcium and magnesium sulphates and carbonates present 
The estimation of the various inorganic constituents may be 
readily made by methods already described at length. 

Estimation of Silica. — Evaporate not less than a litre of 
the water to dryness (best in a platinum dish), after acidifying 
with a few drops of hydrochloric acid. Dry the saline 
residue thoroughly, moisten with hydrochloric acid, dilute 
with hot water, and filter off the separated silica. 

Estimation of Iron, — Add two drops of nitric acid to the 
filtrate from the silica, boil and add ammonium chloride and 
a sliglit excess of ammonin, allow the precipitate to settle, 
pour the supernatant li(iuid through a small filter, redissolve 
the [)reripitate in the least possible quantity of hydrochloric 
acid, and again add ammonia. Transfer the precipitate to 
the filter, wash with hot water, dry, and weigh the ferric oxide. 

Esfimation of Lime. — Add excess of ammonium oxalate to 
the filtrate from the preceding estimation, filter the precipi- 
tated calcium oxalate, and, after washing and dr}'ing, ignite 
it strongly and weigh as caustic lime. 

Esfimation of i}fai^ncsia. — Concentrate the filtrate from 
tlic calcium oxalate, add sodium phosphate and ammonia, 
and treat the magnesium-ammonium phosphate in the usual 
manner. 

Estimation of Sulphuric Acid. — Acidify a litre of the water 
witli a few droj)s of hydrocl\\oT\e add, concentrate to 80 or 
100 c.c. and add excess o^ btxmwAA e\\\ox\^<i ^c>\\x\xq>^. ^^^^^ 
off ihc barium sulphate and \\e\^\^^-^- 
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£isiimation of Phosphoric Add. — Many samples of water 
rich in lime and magnesia salts contain estimable quantities 
of this acid. To determine its amount acidify a litre of the 
wrater with nitric acid, concentrate to 50 cc, and add solu- 
tion of molybdic acid (p. 218). After standing for 24 hours 
treat the yellow precipitate as directed on p. 21 9. 

JEstimation of Sodium and Potassium, — Add a few drops 
of barium chloride to a litre of the water, to precipitate the 
sulphuric acid, and boil with pure milk of lime to throw 
down the magnesia, iron, and phosphoric acid. Filter, con- 
centrate the filtrate, add ammonia, ammonium carbonate, 
and a few drops of ammonium oxalate ; again filter, and 
evaporate the filtrate to dryness, ignite to expel ammoniacal 
salts : treat the residue with a small quantity of water, filter, 
if necessary, acidify with hydrochloric acid, and evaporate to 
dryness in a weighed platinum dish. The alkalies may then 
be separated by platinum tetrachloride, or their proportion 
may be determined by dilute standard silver solution and 
potassium chromate. 

XLT. Determination of the Amount and Nature of 
THE Gases dissolved in Water. 

Pure natural water (rain water) when thoroughly aerated 
contains about 2073 c.c of gases per litre, composed of 

Nitrogen . . . .13*080.0. 

Oxygen 6 37 

Carbon dioxide . . .1-28 



20-73 



The ratio of the oxygen to the nitrogen is as i : 2*05. 

If the water becomes contaminated with putrescent 
organic substances the quantity of oxygen rapidly diminishes. 
It is abstracted from the water in oxidising the carbon, 
hydrogen, and nitrogen of the organic matter. By deter- 
mining the ratio of the oxygen to the nitrogen in the ^ases 
which it contains, we may often asetit'aAxv ^Ve^^x 's.x^^ 
putrefactive changes are in actual opeiaX\o\v m ^^ ^^iXet. 
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Sevci.i! methods have been proposed for expelling d* 
gnses contained in water : '^ one of the simplest of these it 
due to Reichardt.t Fig, 73 represents the apparatus le 
cjuired for this method, a is an ordinary flask of from Sooio 
1,000 c. c. Its cai>acity must be accurately known. ~ 
narrow cylindrical vessel B serves as a gasholder, 
fitted wi'Ji a caoutcliouc stopper pierced with three holes, 
through one of which passes the bent tube a, the 1( 
limb of which ends in b at about one-third of it 




iVotii till' Iioltotii : the other end is fitted into the cioulchcuc 
siDpin'i- of A, The scfoiid hole in the stopper of 1; coiii.iiiis 
ihe lulteA \\\w\\ jiasses nearly to the bottom of the lwi;!c: 
!• is cuiuieiU'il liy means of a caoutchouc tube, wliith lan 'v 
i-los('(t liy a il.imp, H-ith the glass tube r, which luiis iie.^rly 
[o tile biHioui iif \:. The third hole of the siujipe: •■•^ '■ 
voiilains ihc lube if, the end of which must be on a Kvcl 
wiih the uiulcr surface of the cork ; i^ is connected with the 
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larrow delivery tube ^, terminating beneath the surface of 
:he mercury in the trough, in which is supported the ab- 
iorption tube t, destined to receive the gases from the 
crater, and which is therefore filled with mercury before the 
commencement of the experiment. 

The flask a is completely filled with the water to be 
examined ; b and c are also partially filled with recently 
well- boiled and still warm distilled water, and b and <:, d and 
f, are connected together ; both the clamps being open. By 
smiply blowing through^ the bottle b and all the tubes are 
completely filled with the warm water : the clamps of b and 
d are now successively closed, and the tube a is inserted 
into the flask a, care of course being taken that no air- 
bubbles lodge beneath the surface of the cork. Open the 
clamp of b and r, and gradually boil the water in a. The 
gas expelled on ebullition collects in b : as soon as the 
whole is eliminated, which will require at least an hour, and 
the water in b is nearly boiling, open the clamp of d and <?, 
cautiously blow through f^ so as to expel the water con- 
tained in d and <f, which is allowed to flow out into the trough, 
and displace the gases from b into the measuring tube by 
again blowing through/. On removing the lamp from beneath 
A, the water, on receding, should completely fill the flask. If 
it does not, continue the ebullition and collect the small 
portion of the remaining gas. 

Allow the moist gas in the tube t to acquire the temper- 
ature of the air (obtained from the thermometer/). Read off 
the level of the mercury within and without the tube, 
together with the temperature and barometric pressure at 
the time of observation, and calculate the volume of the 
gas when dry at 0° and i metre pressure. Introduce a ball 
of potash attached to a platinum wire into the tube, and in 
six or eight hours again read off" the levels of the mercury. 
Quickly withdraw the piece of potash, moisten it sHghtly 
with water, and reintroduce it into the tube, and at the 
expiration of another hour again deteimixi^ >icifc Vn^^s^ ^'L'^^ 
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mercuiy, the temperature^ aiul atmospheric pfessure. tf 
the second and third readings are identical the absoqitbi 
of the carbon dioxide is complete. Reduce the volume to .] 
o^ and I metre pressure : it is not necessary to deduct die 
tension of aqueous vapour corresponding to the tempoh 
ture observed, since die gas may be assumed to be dij 
alter having been in contact with the potash. Bripg into 
the tube a papier-mdchd bullet, soaked with a solutioa d 
potassium pyrogallate, and from time to time read off dK 
level of the mercury within the tube. As soon as the con- 
traction appears to be finished withdraw the papier-mftdi^ 
bullet, and accurately detennine the position of the levds 
of the mercury within and without the tube, together widi 
the temperature and pressure. Reduce the volume (tf die 
residual gas (nifrogm) to o^C and i metre pressure. The 
volume absorbed by the alkaline pyrogallate represents 
the amount of oxygau 

The potash balls for the absorption of carbon dioxide may 
be readily made by inserting the end of a platinum wire 
into a little notch filed in the face of a bullet-mould, on the 
opposite side to the orifice through which in bullet-making 
the fused lead is poured. A small quantity of potash is 
melted in a silver dish and poured through the hole until 
the mould is completely filled. When quite cold the potash 
ball may be readily detached from the metal. The short 
projecting piece formed by the hole through which the 
potash has been poured should be cut away and the ball 
preserved in a stoppered bottle until used. 

The papier-mach^ balls are made in a similar way : filter- 
paper, converted into pulp by maceration in water, is forced 
through the hole into the mould until it is quite filled, and 
the mould is placed in the steam chamber and heated until 
the paper is dry. 

Of course if the operator possesses the apparatus described 

on p, joj <f/ se^.y the aceutaX,^ aiiaVj^v^ o^ xiv^^as by the use 

of liquid reagents becomes xVve >noxV ol a\^>w \cOT!».\ft& ^-^^ 
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MANURES. 

XLII. Guano. 

This substance is the excrement of sea-birds, more or less 
altered by exposure to the weather. It contains ammonia 
in combination with uric, oxalic, carbonic, and phosphoric 
acids, phosphates and sulphates of lime, magnesia, and 
alkalies, and more or less organic matter, water, sand, &c. 
It is very variable in composition, and is often largely 
adulterated. Its fertilising power mainly depends upon the 
ammonia and phosphoric acid which it contains. 

Mix the sample carefully, and transfer about 50 grams to 
a stoppered bottle ; the several portions used in the analysis 
are to be taken from this quantity. 

I. Deierminatio?i of the Moisture, 

Weigh out about 5 or 6 grams of the guano into the tube, 
fig. 29, p. 70, heat the oil-bath to 120°, aspirate a slow 
current of dry air through the apparatus, and repeatedly 
weigh the tube until the weight is constant The flask 
contains 5 c.c. of normal acid, diluted with water, to absorb 
the ammonia, which volatilises with the steam when guano is 
heated ; the quantity of residual acid may be determined 
with litmus and a dilute soda solution in the usual way. 
The loss in the weight of the tube, minus the amount of 
ammonia retained in the flask, gives the quantity of moisture. 

2. Determination of Fixed Inorganic Matter, 

About four-fifths of the dried guano is transferred from the 
tube to a weighed platinum dish. Re-cork the tube securely ; 
the remaining portion of the dried guano will be used for the 
estimation of the nitrogen. Gently ignite the portion in the 
^ish. The ash should be nearly white ; if it is of a reddish 
<:olour, adulteration with sand or clay may be suspected. 
The quantity of the ash in the better class of guanos does 
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not exceed 35 per cent The loss of weight gives the or,^ 

I matter, together with the ammonia and combined water, 
3. Dttemtination ef the Insoluble Matter, Sand, &£. 
Boil the weighed portion of the ash with dilute nitric acid 
for 15 minutes.* If the substance effervesces strongly ibe 
guano has in all probability been adulterated with caldum 
carbonate. Heat on the water-bath for some time, add water, 
filter into a 300 cc. flask, wash the residue, drj-, and weigh it 

4. Determination of the Phosphoric Acid, Lime, Magnisia, 
I Sulphuric Add, and Alkalies. 

(Make up the filtrate to the containing- mark, and shake 
the liquid. 

(a) Phosphoric Acid, Lime, and Magnesia. — Transfer 
I 100 C.C of the solution to a ^-litre flask, add excess of 
ammonia, and then acetic ucid to acid reaction. Dilute '^t 
liquid to the mark, and shake. 

a. Phosphoric Acid. — By Standard Uranium Solution. — 
When a solution of acetate or nitrate of uranium is adiled 
to a solution of phosphoric atid, containing ammoiiiacii 
salts and free acetic acid, a light greenish-yellow precipitate 
of the double uranium-ammonium phosphate is produced 
This precipitate is insoluble in water, and in acetic add; 
the stronger acids, however, dissolve it 

A solution of the acetate or nitrate of uranium gives a 
reddish-brown colour with potassium ferrocyanide. This 
colour is not produced so long as any phosphoric acid is in 
solution. These reactions form the basis of an accurate 
volumetric method for the estimation of phosphoric acid. 

Preparation of the Standard Solution of Uranium.^ 
Dissolve about 35 grams of well-crystallised utaniuni 
nitrate or acetate (the former, however, is preferable) in 
900 C.C. of water. The solution, mixed with sodium 
acetate, must be standardised by a solution of pure sodium 
• In bumine off the orEinic mBttai ■&« ^^nm^«s*a «it '^u«i^{^ 

f'«"verred into pyrophosphates. Bj WW™*^ to«xa ■oaAtKiis.* 
pAasphat-3 are reconverted \iAo ottbo^'^v^vo. 
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phosphate of known strength. Dissolve 100 grams of 
sodium acetate in 900 c.c. of water, and dilute with strong 
acetic acid to i litre. Dissolve 10*085 grams of pure and 
non-effloresced crystals of sodium phosphate, previously 
dried by pressure between filter-paper, in a litre of water. 

Transfer 50 c.c. of the sodium phosphate solution, corre- 
sponding to o'l gram P2O5, to a beaker, add 5 c.c. of the 
sodium acetate solution, and heat the mixture on the water- 
bath. Remove it when its temperature is about 80'', and 
quickly run in 10 or 12 c.c. of the uranium solution, with 
constant stirring. Now add the uranium solution more 
cautiously, in quantities of 0*5 c.c. at a time, and test the 
mixture after each addition. For this purpose bring a few 
drops of the turbid, but nearly colourless, liquid, on to a 
porcelain slab, and add to it a small drop of potassium ferro- 
cyanide solution; if the least excess of uranium salt be 
present, the mixed drops will acquire a reddish-brown 
colour. If this colour is not at once perceived, continue the 
addition of the uranium solution until it just appears. 
Replace the beaker on the water-bath, and in a few minutes 
again transfer a few drops to the slab, and test a second time 
with the ferrocyanide. If the colouration is still distinctly visi- 
ble, the process is finished. The solution of the uranium salt 
must now be diluted, until 20 c.c. are exactly required for the 
50 c.c. of sodium phosphate solution : 20 c.c. thus become 
equivalent to o'l gram of P2O5, or i c.c. = 5 milligrams 
P2O5. The exact strength should be again determined by 
several trials after the dilution has been effected. 

To apply this process to the determination of the phos- 
phoric acid contained in the solution of the guano, transfer 
50 c.c. of the acetic acid solution {a) of the phosphate to a 
beaker, heat on the water-bath, and proceed exactly as 
described. Repeat the determination on a second portion 
of the liquid. 

fi. Zif/ie. — Transfer 100 c.c. of the V\c\u\d i^a^ \.o ^\i^^^^'^> 
&ea^ and add excess of ammonium oxa\aX.e *, \^\^ c-aJ^'i^^^xcv. 
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i«i(alAte~i9^mtcrGd off after standing, and weighed as caAo- 
naic, or it is treated with siiljitiuric acid, and titrated ivilh 
iwtnssium permanganate. 

f. Afa^fsia. 'I'he filtrate from the lime jirecipitate is 
mixed with ammonia and sodium phosphate, and the mag- 
nesium-ammonium phosphate weighed as pyrophosphate, 

(h) Zfttermination of Sulphuric Acid anil Alkalies.— 
Transfer the remainder (loo c.c.) of the liquid in 4 to a 
beaker, he.it, add barium chloride, and filter off any barium 
julphaie which may form. To the filtrate add milt of linw 
ot liaryta water, boil, filter, and precii»itale the excess erf the 
alkaline earth with ammonia and ammonium carbonate, filiei, 
evaporate to dr}-ness, and ignite, to expel the ammoniu:^! 
salts. The residue is treated witli a small quantity of water, 
liltered a^.un, if necessor)', and the filtrate evaporated to 
dryness in a weighed platinum di^. The proportion of the 
alkalies in the washed chlorides may then be detenmned bf 
a dilute staiiilard solution of silver nitrate and jwtassiiini 
chrom.Hf. 

5. Dda-mination of tke Nitrogau 
rt. Xitro^n existing as Ammonia, — From i to 5 gnuas 
of the guano, according Xa its supposed richness in ammo- 
nia, as dttemiined by die amount evolved in dr)-it^ are 
weighed out into the retort, fig, 5a, and boiled with magneaa 
for some time. The ammonia is gradually expelled, and 
may be collected in the flask c, containing a known quan- 
tity of standard sulphuric or hydrochloric acid, diluted widi 
w^ter. The quantitj- of the residual free add is then to be 
estimated by standard soda and litmus solution. The nse 
of caustic soda or lime in expelling the ammonia is in- 
adniissible, since these substances irauld coovcit a poftion 
of the nitrogenous organic matter into ammonia. 
A Ji^egm cds^i^ «* AveUsti Ot^mu Hatbr^ O* 
^aia', &'^—£y I^mitioK mtk S»ix-U»»t.— Mmss^*^*-^ 
suiKcs coataiaiag oixros^H 
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sn heated with a caustic alkali, give up the whole of 
ir nitrogen in the form of ammonia. This reaction con- 
utes the principle of a convenient method for estimating 

amount of organic nitrogen existing in manures. 
The following articles are required for this method :— 
a) Combustion-tube. — This should have the form seen in 

74; it is about 40 centimetres long, and from 10 to 12 
limetres in internal diameter. 

I?) Soda-Ume. — Heat a sufficient quantity of the coarsely 
ivdered substance in a porcelain basin, just before it is 
ited, and allow it to cool. A mixture of equal weights of 
'- slaked lime and dehydrated sodium carbonate may be 
;d instead of soda- lime. 

c) Oxalic Acid. — This should be well dried in the water- 
:h so as to expel all its water of crystallisation. 

d) Asbestos. — Ignite a small quantity in the gas-flame 
bre use. 

[e) A bulbed U-tube, fitted with caoutchouc stopper and 
It tube. On the end of the bent tube is a cork, which 

tightly into the combuslion-tube. 
[ntroduce a layer, about 3 centimetres in length, of the 
ed oxalic acid, mixed with a small quantity of soda-lime, 
o the posterior end of the tube, and afterwards an ' 
lal bulk of soda-Ume. Weigh out from the tube the 
Liainder of the dried guano obtained in i, into a dry 
rcelain mortar, and mix it with soda- lime. Bring the 
Kture without loss of time (since it is apt to part with a 
all quantity of ammonia) into the tube, and rinse out the 
►rtar with a fresh portion of soda-lime. The substance 
)uld be mixed with a sufficient amount of soda-lime to 
2upy about 20 centimetres of the length of the tube, 
il up the tube to within 5 centimetres of its length with 
ia-lime, and insert a loosely-fitting plug of the re- 
ntly-ignited asbestos. Fit in the cork of the U-tube., 
jisfer 10 c.c. of standard acid to t\\e \5-\.>3[\:ie, ^xA ^^^ 
Hcient water to M the bulbs to the exteiiX. \Tv^\ca.\.^^ ^20. 

^gure. Gently tap the combustion-tub^ oti xJc^fc xs^^ 
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to tf to nuke a passage iar Ae cwilwil 
the oombiulioii-tiibe in the fhnia(rr, and 
along itf entile lengdi, beginning at the 
U-tube. The beat nnist be MiflititiM to 
evolution of gas; tovaidstfaecnditdionldbeiBacuedttt 
break up any qnanides ulndi maj bxve been famed, ft 
not heat die extreme end of the tnbeniieve tfaeooficaKil 
is situated^ until the evofaition of the gas has alwat 
finished. When die conibustion is at end, and the evotaboa 
of gas has Matty teased^ cautiously heat the oxalk: add; 
this occasions a Msk cuivent of caibon dioridc^ afikk 
sweeps out all the ammonia remaining in die tube. RemoM 
the U-tube when the evolution of the gas has neailf fimshed^ 




add a few drops of litmus solution, and dilute caustic 
soda solution from a burette, until the free acid is nearly 
neutralised. Transfer the liquid to a beaker, wash out the 
bulbs, and complete the addition of the soda solution. By 
operating in this manner there is less chance of loss arising 
from incomplete transference of the acid liquid, and less 
washing water is afterwards required. It will be found 
most convenient to use a soda solution, of which about 3 cc. 
are e(iuivalent to i cc. of normal acid. If it is preferred to 
determine the nitrogen by weight (and this should be done 
if much empyreumatic matter be present in the liquid of the 
l)ull)s), rinse the bulbs into a beaker, and pour the solution 
through a moistened filter. Evaporate the filtrate to drjuess 
with excess of platinum tetrachloride, transfer the washed 
double salt to a weighed poice\o!vcv cx>3LC*\\i\^,vcN. iKe manner 
directed on p. 84, and dry Vt ^\o\\\^ \ \i^;iX. ^^ crasL^^ 
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to bright redness, and weigh the residual platinum. 194*4 
parts of platinum are equivalent to 28 of nitrogen. 
The amount of the nitrogen cannot be calculated from 
the weight of the double salt, since it is apt to contain 
considerable quantities of compounds of platinum with 
oiganic bases. These bases, however, contain the same pro- 
portion of nitrogen and platinum as the ammonium-platinum 
chloride. By determining the amount of platinum left on 
Ignition, the proportion of the nitrogen is therefore readily 
calculated. 

Deduct the amount of nitrogen corresponding to the 
ammonia found in a : the difference shows the quantity of 
organic nitrogen. 

XLIII. BONE-DuST. 

1. Moisture, — Dry a weighed portion at 120-130° in the 
air-bath. 

2. Carbonic Acid. — Determine this constituent by means 
of the apparatus represented in fig. 31, p. ^6, 

3. Fixed Constituents, — See p. 331. 

4. Insoluble Matter and Sand^ &-c — See p. 332. 

5. Soluble Matters after Treatment with Hydrochloric Add. 
— See p. 332. 

6. Fat, — Treat about 6 or 8 grams of the sample with boiling 
ether in an apparatus adjusted for distillation per ascensum^ 
and dry the insoluble matter at 120-130° in the air-bath. 
From the loss of weight deduct the moisture found in i ; the 
remainder gives the quantity of fatty matter. 

7. Gelatigenous Matter. — Add together the amounts of the 
several constituents : the difference required to make up 
100 may be set down as gelatigenous substance. 

XLIV. Superphosphates. 

The phosphoric acid existing in the majority of naturally 
occurring phosphates is not very readWy i\s»^o\N^^\s^ ^^^"^^ 
and is therefore not in the form in yrbic\\ \X caxi '^i^ 't^^^^'^ 
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asnmilated by plants. The nuniire mannfactaier odoverb 
a pwdon of the phosphoric add into the soluble modifia- 
tion by treating the phosphorite, bone-dust, qient boD^ 
black, &C., with sulj^uric add. In this operation the in- 
soluble tricaldum phosphate (Ca^aO^ is ccMivexted into 
the soluble monocaldum phosphate, CaH4P^Q|^ caknm 
sulphate bdng simultaneously produced. The pasty vam 
which runs out of the apparatus in which the nuxtme of 
phosphate and add is made, gradually becomes dry ca 
standing, partly fix>m the evaporation, and pardy fiom the 
assimilation of the water. To increase the fertil^ii^ pofier 
of the material, or to satisfy the tastes of the consunien»tlie 
manufacturer £requendy adds various substances, sudi as dried 
or liquid blood to the material before or after treatmentwidi 
the add. Superphosphate dierefore consists essmtially of 
monocaldum phosphate, CaH4P2Qs (so-called sohible jdios- 
phate), mixed with tricaldum phosphate, CajPxOs (insoluble 
phosphate), calcium sulphate, oxides of iron, alumina, mag- 
nesia, and alkalies, and more or less organic matter and 
moisture. 

Sample the mixture carefully, and transfer a portion to a 
stoppered bottle, from which the quantities employed for the 
several estimations are to be taken. 

I* Water. — Dry a weighed portion of the sample at 170° 
in the air-bath until it ceases to lose weight The loss 
gives the quantity of moisture and water existing in com- 
bination with the calcium sulphate. 

2. Weigh out 10 grams of the undried superphosphate intoa 
mortir, add a small quantity of cold water, and triturate viith 
the aid of the pestle ; allow the suspended matter to settle 
for a few minutes, and pour the liquid through a filter into a 
500 c.c. flask. Repeat the extraction with cold water in the j 
same manner several times in succession, and finally wash | 
the residue with hot water, transferring the washings to the . 
fUter. Dilute the ftltrate to X\v^ \aaxV ^xv^ %V>akft the liquid I 
Weigh tilt insoluble ponion. 
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I. Examination of the Filtrate, 

{a) Estimation of the Ferric PhospJiate and Soluble Calcium 
Phosphate. — ^Transfer 200 c.c. of the liquid to a platinum 
dish, and evaporate, adding an excess of sodium carbonate 
and a little nitre so soon as the whole of the liquid has been 
brought into the dish. When the mass is dr}^, ignite gently, 
mix with a little water, and rinse the contents of the dish 
into a beaker, add excess of hydrochloric acid, and heat 
until the liquid is clear. Mix with excess of ammonia, 
acidulate with acetic acid, and filter off and weigh Xh^ ferric 
phosphate^ receiving the filtrate in a 250 c.c. flask. Dilute to 
the mark and shake. Withdraw successive portions of 50 ex., 
and determine the phosphoric acid by uranium solution. 
Transfer 100 cc. of the liquid to a beaker, and determine 
the lime and magnesia^ as directed on p. 333. 

(J>) Estimation of Organic Matter and Alkalies, — Evaporate 
100 c.c. in a platinum dish, adding milk of lime until the 
liquid is distinctly alkaline. Dry the residue at 180° and 
weigh. Ignite the dried mass and again weigh ; the difference 
gives the quantity of organic matter. Boil the weighed residue 
with lime water, then with pure water ; filter, and add barium 
chloride to precipitate the sulphuric acid ; mix with am- 
monia, ammonium carbonate, and oxalate ; filter, evaporate 
to dryness with hydrochloric acid, ignite the residue, treat 
with water, filter, and weigh the alkaline chlorides, 

(c) Determination of the Sulphuric Acid. — Heat 100 c.c. of 
the liquid in a beaker, acidulate with a few drops of hydro- 
chloric acid, and precipitate with barium chloride. 

II. Examination of the Insoluble Portion, 

(a) Determination of the Carbon. — Ignite gently in a pla- 
tinum dish ; the loss of weight gives the quantity of organic 
matter and charcoal, 

(h) Z>c/crmma^wn of Sand, Clay\ 6-c. — ^oW ^^ \^\.^^ 
portion repeatedly viith dilute hydrochloric ac*\d, ^\.«^ '^^^'^ 

z 2 
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a l-'it"^ "^s ' ^""i f^^ with hot water. The insoluble 
residue consLts of sand and day. Dilute the filtrate to the 
mark and shake. 

(c) Determination of Phosphoric Add, Iron, Limi. and 
Magnesia. — Transfenooc.c. r^ the above solution to a beater 
and proceed exactly as in I, {a). 

(d) Determination of Sulphuric Acid. — In loo c-c, by 
barium chloride in the usual manner. 

((■) Determination of Total JVitri^en. — In from i to 2 grams 



of the original substance ' 
p. 33S-) 

(/) Determination 1 
occasionally mixec' "■••' 
this ammonia is d< 

The results of Uv 
to the subjoined fo 



''ion with soda-lime. (See 

I. — Superphosphates are 
cal salts. The amount of 
No. VIII. Part II. 
Id be arranged according 

I 1 iiosphorii: acid* 

] Magnesia 
I Ferric oxide 

Irhosphoric acidt 
Magnesia 
Fenic oxide 
Atumiiui 



Total calcium sulphate, 
„ orgnnic motter and charcoal. X 
„ sand and clay, 



j Containing per t 



soluble plmsphatc. 
insoluble phosphate. 
t. of niltt^en, equal tc 



XLV. Ashes of Plants. j 

The substances generally present in estimable quantitj io ' 

the ashes of plants are silica, phosphoric, sulphuric, and car- 

/wili'c acids, chlorine, polaLs\\, soda-, \\'cne,\na;g\es\a, woo, and ■ 

manganese. In muchsmaWei i:v'i»'^M «tw«otf6aasa.\'«a*' 
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alumina, lithia, strontia, baryta, rubidia, co[)per, fluorine, 
iodine and bromine, cyanides and cyanatcs, boracic acid, 
sulphides, &c. 

Certain of these substances are, however, never present 
in plants: thus the cyanides and cyanate.s are formed by 
. the mutual action of the carbon and nitrogen in the plant at 
the high temperature of the incineration : in the case of 
ashes rich in alkalies and alkaline earths they may have 
been also formed by the action of the nitrogen in the air 
during the burning. Probably too, all the sulphur found in 
the ash did not originally exist as sulphuric acid : not 
unfrequcntly sulphur exists in the unoxidiscd state in a 
plant, and in combination with carbon, hydrogen, and 
nitrogen, forming peculiar organic acids. In presence of 
the bases the sulphur becomes converted into sulphuric 
acid during the incineration : sometimes a portion of the 
sulphur escapes oxidation, or when oxidised is again reduced 
by the admixed charcoal, giving rise to the sulphides. The 
main quantity of the carbonic acid present in the ash is 
derived from the destruction of organic acids combined with 
the alkalies. 

In order to obtain the ash in a proper scate for analysis, 
the portions of the plant to be incinerated must be freed 
as far as possible from adhering soil, &c., by brushing or 
rubbing. In the case of small seeds the best plan is to 
treat them in a beaker with a small quantity of water, stir 
them with a glass rod for a minute or so, and throw them on 
a sieve, the meskes of which are sufficiently coarse to allow 
the sand to pass through, whilst retaining the seeds. Repeat 
this operation several times, but take care not to allow the 
seeds to remain too long in contact with the water, or por- 
tions of the soluble salts will be dissolved out. Place the 
seeds in a cloth and rub them between its folds, and dry 
them on a water-bath. The substance to be incinerated is 
weighed, and placed in a shallow poxceVam \i^'svtv ^v<Yw^vcv\a 
a muffle, which is to be gradually YveaXed \.o Vy« ^^^x^sss** 
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Great care must be taken duly to regulate the heat : if ''i-\ 
too high, the jirocess of incineration will be retarded: AtT 
Hdts will fuse, and enclose the carbonaceous matter. ihW' | 
protecting it from the action of the air. Moreover, at a higli 
temftrature, chloride of sodium would volatilise, and a pM 
of tht [jiiosphorus would be lost. It seldom fadliates the 
openition to stir the heated mass, as its porosity and loos^ 
ne« of aggregation are thereby destroyed. The supply of 
must be adequate, but not excessive, otherwise partides of 
the ash are apt to be carried away in the draught. In the 
ash of vegetables, the amount of alkali 
is frequently so considerable that it is 
ahno&t impossible to obtain the mass 
quite white at a temperature sufficiently 
low to prevent it fusing. In this case 
it is be.it to char the body in a Hessian 
crucible at a low red heat (scarcely 
visible in daylight), extract the soluble 
portion with water, and complete the 
incineration of the residue in a muffle. 
In all cases the ash must be weighed, 
properly mixed in a smooth porcelain 
cmciblc, and preserved in a well-stop- 
pered bottle. 

The ash of organic substances may 
in general be readily obtained free from 
carbonaceous matter by the simple ar- 
rangement seen in fig. 75. The mass 
is charred in a porcelain dish at a low- 
red heat, and as soon as the evolu- 
tion of empyreumatic matter ceases, the neck of a large 
retort is supported over the dish by means of a clamp, anil 
the heating is con tinned until the mass is white. The increased 
current of air playing over the heated mass facilitates the 
combustion of the carbon. This method is liable, however, 
to increase the amount ot svi\p\\at.es ^Kse'w.Vti. iImi a.^^ii-wa!% 
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to the action of the sulphuric acid derived from the coal 
gas : in cases where great accuracy is required the Bun sen 
lamp must be replaced by a spirit lamp. 

From 7 to 10 grams of the well-mixed and finely-powdered 
ash are placed in a glass cylinder of about 300 cubic centi- 
metres capacity, provided with a well-fitting stopper. About 
25 cubic centimetres of distilled water are then added, and 
carbon dioxide is passed into the cylinder. The delivery 
tube of the apparatus (which must not dip into the liquid) 
is occasionally withdrawn, the stopper inserted, and the 
liquid shaken to promote the absorption of the gas. When 
the caustic bases are completely neutralised and the solution 
saturated (which is evidenced by the cessation of the partial 
vacuum, and also by the bubbles passing upwards between 
the bottle and its stopper when the latter is cautiously lifted 
after the liquid has been shaken), the contents of the cylinder 
are washed into a porcelain dish,* evaporated to complete 
dryness, again heated with a small quantity of water to 
dissolve the alkaline salts, and after standing a short time 
Fig. 7d. filtered through a weighed filter. The 

filtrate is again evaporated to dryness, 
the saline residue treated with a small 
quantity of water, and the calcium sulphate 
which separates out filtered off through a 
weighed filter. The filtrate is received in a 
small weighed flask of 150 cubic centimetres 
capacity, provided with a side tubulus (fig. 76). This is 
easily made by directing the flame of the blowpipe upon the 
side of the flask until the glass is softened, when on touching 
the softened part by a thick platinum wire it will adhere, and a 
portion of the glass may be drawn out in the form of a 
narrow tube. The wire is detached from the tubulus by 
scratching the latter with a cutting diamond. Care must be 

* If calcium carbonate crystallises on the side ol \>[v^ c?j\\w^^x \\. x«a?^ 
he removed by adding a little water, saturatviv^ \1 vj\\)cv. coi^oxvv:. •;^.o.^, 
wd dissolving the thin crust by vigorously s\va\dtv^ \.\v^ V\q^\^. 
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iken infiKek the liquid containing the soluble pOTtu 
of the ash, iniu his flask that the end of the fiinoel does not 
dip into the liquid ; the funnel must be maintained in such 
% position that the drops in falling into the flask are not 
splLished :igainst its upper sides. The filtrate is dilated 10 
about Oo tubic centimetres, and well mixed by shaking. Tlie 
edge of the tubulus is slightly greased, and the flask and sola- 
tion weighed. The liq\iid is then divided in tosix portions, con- 
tained in little beakers, to serve for the determination of fe 
BUlphuric acid, alkalies, ' )hosphoric and carbonic 

acids, the sixth portion fc 'ed in case of accident. 

The object of the tubi ■■ How of the liquid being 

poured from the flask ii kers : the amount la'ien 

for each detcrminatii d by the loss of weigh! 

sufiercd by the flask f 

The carbonic acid i: )luinetricallybydeci-nor- 

mal sulphuric acid anu u ions ; the sulphuric add 

and chlorine by precipitatioa as barium sulphate and silver 
chloride. The portion for tlie phosphoric acid determina- 
tion is acidified with hydrochloric acid solution, boiled lo 
expel caihornc acid, alJoued to cool, ammonia ailJtiJ, 
together with a few drops of magnesia-mixture, and the mag- 
nesium-ammonium phosphate weighed as pyrophosphate; In 
order to determine the amount of the alkalies, the solution is 
boiled wiih a slight excess of baryta water (best inaplatinum 
or silver dish), the sulphuric, carbonic, and phosphoric adds, 
together with the greater portion of the magnesia dissolved, 
are thus separated : the excess of baryta is removed by 
ammonia and ammonium carbonate. The filtrate is evapo- 
rated to dryness in a platinum dish, gently heated, re-dissolved 
in a few drops of water, filtered if necessary, a few drops of 
hydrochloric acid added, and the liquid evaporated to dry- 
ness, heateJ, and the mixed alkaline chlorides weighed 
The potassium chloride is then separated by platinum tetra- 
cljJorfde, or the relative amount o^ xVie vnq OiAoTvie.?. dctei- 
mined by standard silver, in cases ■wtete-Ctve.aiaRiMs&cS.'ijiRi 
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Fig. 77. 




ible portion of the ash is comparatively large, more than 
es of magnesia will remain in solution with the alkaline 
s. This portion of the magnesia is found in the filtrate from 
double chloride of potassium and platinum : its amount 
J be estimated by evaporating the alcoholic solution to 

dryness, re-dissolving in water, and 
transferring the liquid to a small flask 
provided with a tightly-fitting cork, 
furnished with two tubes, as in fig. 
77. Hydrogen is led through the 
tube a, and the exit tube b^ within 
the flask, is sufficiently long to reach 
just above the surface of the liquid, 
so as to ensure the thorough expul- 
sion of the air. When the flask is 
completely filled with hydrogen, the 
ends of the tubes are closed by 
ppers, and the flask is placed in direct sunlight, when the 
tinum is quickly reduced to the metallic state, and the 
Lition becomes colourless. The process of reduction 
y, if necessary, be facilitated by heating the solution on a 
ter-bath before the transmission of the gas. If the capa- 
^ of the flask is small, it will be requisite to refill it once or 
ce with hydrogen to ensure the complete reduction of the 
tinum ; it is then desirable to displace the remaining gas 
a rapid current of carbonic acid, otherwise an explosion 
ght occur, particularly if the contents of the flask are 
rm, owing to the surface action of the finely-divided 
Ltinum on a mixture of air and hydrogen. The colourless 
ution is then filtered from the reduced metal, and, after 
ncentration, the magnesia precipitated by sodium phos- 
ate and ammonia. This method is recommended to be 
2d in all accurate separations of the alkalies from magnesia : 
s moreover a rapid and easy mode of recov^im^xJcv^ ^^^je^^'s. 
platinum used in the determinaUoiv oi ^oxa^ivoxa. ^x -assir 
nium salts. 
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In ihc insoIuVJe portion are coniained lime, magneiia, 
ferric oxide (alumina), silica, phosphoric, sulphuric, s.tA i 
carbonic acids. This is dried at loo" and weighed. It is | 
dctachnl as f^ as possible from the filler, and the iattei in- 
cinerated. The ash from the filler-paper is alloired lo fall 
fnio a [lorcelain basin, and treated with water samraled 
withcaibonic acid, evaporated /f/i^rfij'rj'ww on ihewawr- 
bnlh, and mixed with the main quantiiy of the insoluble per- 
lion in a smooih porcelain mortar. The carbonii: acid is 
determined in about i to a grams of the substance acconimg 
to the method given in No. V. Part II. ; the solution b ihc 
flask serves for the determination of the silici, sand, charcoil, 
and sulphuric acid- Thephosphoricacid,iron(aluniina). man- 
ganese, lime, and magnesia are determined in about i grama 
of ihe remaintler of the insoluble matter. The weighpl , 
portion is dissolved in nilric add, and after separation of the 
silica in Ihe usual manner, the solution is again e\-aporated J 
nearly lo dryness in a porcelain basin, and dilute nitric add I 
added until the bases are completely dissolved, strong finning 1 
nitric acid (saturated witli the tower oxiiies of nitrogen) 
added untit calcium nitrate begins to sep.irate : a few 
more drops of dilute nitric acid are now added to destroy 
the slight turbidity. The nitric acid solution of the sub- 
stances is thus in the highest possible state of concentration. 
It is covered with a laige watch-glass, gently warmed, and 
about 2 grams of tin-foil added in small portions at a time. 
The tin is rapidly oxidised, and the supernatant liquid 
becomes perfectly clear. The preliminary heating of the 
solution is absolutely necessary, since in the cold the metal 
is apt to become passive, when it resists the action of the 
acid. Care must be taken to keep the nitric acid in sufficient 
excess, in order to prevent the formation of hydrated mon- 
oxide, which renders the solution inconveniently turbid. 
When all action is at an end, and the tin fully oxidised, the 
contents ol the dish ate evapota.le4 nearlj Xia dryness, water 
is added, and the solution filteied. t:\\« ^ttcvv'^a"^ -^ 
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all the phosphoric acid ; the bases are found in the filtrate. 
The precipitate, detached as far as possible from the filter, is 
digested in the smallest possible quantity of highly- concen- 
trated potash solution ; on the addition of water the solution 
will become perfectly clear, provided no great excess of the 
alkali has been used. The small amount of the precipitate 
still adhering to the filter is also dissolved in a few drops of 
potash solution, and added to the main portion of the liquid. 
The mixture is then saturated with sulphuretted hydrogen, 
acetic or sulphuric acid added in very slight excess, and the 
precipitated tin sulphide separated by the filter-pump. The 
filtrate is concentrated to a small bulk, filtered from the 
slight amount of tin sulphide, which often separates on 
evaporation, and the phosphoric acid precipitated by mag- 
nesia-mixture and ammonia. The filtrate from the insoluble 
tin phosphate is treated with sulphuretted hydrogen to 
remove the lead with which the foil is frequently mixed, 
filtered, evaporated to a small bulk, boiled, ammonia added 
in slight excess, and the iron and alumina filtered off : they 
are separated as in No. XII. Part II. The filtrate from the 
precipitate by ammonia contains the manganese, lime, and 
magnesia. These are separated as in No. XIX. Part IV., 
p. 220. 
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PART V. 

ORGANIC ANALYSIS. 

I. Analysis of Bodies containing Carbon and Hy- 
drogen, OR Carbon, Hydrogen, and Oxygen. 

Organic substances containing hydrogen, when heated 
with cupric oxide, are converted into carbon dioxide and 
water. By absorbing the products of the combustion in a 
suitably-arranged apparatus, and weighing them, we can 
readily calculate the amount of carbon and hydro£«:;n in 
the substance analysed, from the knowledge that 44 parts 
of carbon dioxide contain 12 parts of carbon, and that 
18 parts of water contain 2 parts of hydrogen. If the sura 
of the amounts of carbon and hydrogen is equal to the 
weight of the body taken, the substance contains only these 
elements ; if the body contains oxygen in addition, the differ- 
ence indicates the amount of this constituent. 

Fig. 78 represents the apparatus in which the combustion 
may be convt^niently made. The substance is burnt with 
cui)ric oxide by the aid of a current of oxygen or air. The 
gas-furnace is of the form known as Erlenmeyer's ; it consists 
of 24 l^unsen-burners, each provided with a separate stop- 
cock worked by a little lever. The width of the air- passages 
in the burners may be regulated by a short piece of move- 
able tube, so that the amount of air passing into the tube 
may be altered at will. This arrangement serves to prevent 
the tlame passing down to the burner at the bottom when 
the gas current is feeble. The tubes end in a horizontal pipe, 
which is connected with the gas-supply by wide caoutchouc 
tubes. The flames strike against a semi-circular trough of 
well-baked fire-clay, resting on small clay support^: ; in this 
trough is placed the combusUoiv-xxiXi^. "^"^^ '^\'^^ \\"ax^is J^ J 
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(fig. 79) are of clay ; they are moveable, and are supponed 
upon a ledge ninning the entire length of the furnace. 

It will be seen from their peculiar shape 
(fig. 7g) that the flames, after diverging '° "■ 

from beneath the trough, strike against Che 
sides ; the heat is thus reverberated, and 
the tube is uniformly and regularly heated. 
By tlie aid of the clamping screws a slight 
inclination may be given to the ledge on 
which the plates rest, or it may be raised 
or lowered above the burners. 

The following articles are needed to 
make a combustion by means of this appa- 
ratus ; — 

1. A Piece of Comhustion-iube. This 
should be about 4 or 5 centimetres longer 

than the furnace ; and it should be about a millimetres 
thick in the glass, and about la or 14 millimetres in internal 
diameter. The sharp edges of the tube should be fused in 
the blowpipe flame, so that two caoutchouc stoppers, pierced 
with holes, may be introduced without being cut or torn. 

2. A Calcium Chloride Tube. This ser\'es to 
absorb the water produced : it may conveniently 
be arranged as in fig. 80. It is furnished with 
two bulbs, a and b : in the small neck between 
the bulbs is fused a piece of thin glass tube 
projecting into the bulb a. By carefully regu- 
lating the heat, the greater portion of the water 
produced in the combustion condenses in a : 
if its quantity is not too considerable, it remains 
in this bulb when the tube is held perpendicularly 
with the bulbs uppermost. After having been 
weighed the water may readily be emptied out 
into a little capsule, and its purity tested by its 
to(e, smell, action on Viimus-vaveT, &c. K ca\- 

duin chloride tube so ananged -nva-j 'bt ■>jsfci fet a. ^w 



Organic A nalysis, 351 

er of observations without replenishing, provided that 
I conclusion of the experiment the bulb be emptied 
he tube dried by the aid of a narrow roll of filter- 
To fill the calcium chloride tube, place a loose 
of cotton-wool within the wide tube, close the end 
:he finger, and suck out the air at the narrow end, 
iddenly removing the finger, the loose plug is driven 
;he larger bulb : repeat this operation until the long 

of the wool are within the neck between a and b : 
fibres tend to prevent the formation of drops in the 
kV tube, and thus to promote the regularity of the 
ge of the gas through the potash bulbs. Fill the 

bulb with coarse fragments of spongy calcium chlo- 

gently tapping the tube so as to shake the pieces 
ler, and then add smaller pieces (not powder) until 
ube is nearly filled ; insert a plug of cotton-wool and 

the tube with a good, softened, tightly-fitting cork, 
gh which passes a tube about 4 centimetres long and 
i same diameter as the tube of the potash bulbs. Fuse 
larp edges of the tube before inserting it into the cork. 

fitting the cork into the calcium chloride tube, cut 
rotruding portion with a sharp knife in the manner seen 
I, 80, and neatly cover the surface with sealing wax. 

care that the wax is uniformly melted and is m a co- 
it piece, othersvise portions are apt to be detached in 
Fig. 81. handling the tube between the opera- 

«<^ tions of weighing ; the experiment may 

Jf^*^ thus be nullified or rendered inexact. 

_/ \,^ The ends should then be closed by 

-i# f ^ short pieces of caoutchouc tube stopped 

J^ N^^ with glass rod. 

"^- 3. The Potash Bulbs. This appa- 

^^^^^C~^ ratus serves to absorb the carbon di- 

^^ oxide. The form represented in fig. 81 

at originally devised by Liebig (by \j\\ovc\, vcA^^^^ "^^ 
od of organic analysis by combusUoxv m\)cv oxc^"^^ ^'^^^^ 
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was first V. d out). It is filled to the extent indicateJlJ 
the dotted . e in the figure, with strong potash soliition, 
prepared by dissolving 3 parts of potash free fi^om carbonaie 
in 2 pans of *ater. The bulbs are readily filled with ihs 
liquid, contaii ;d in a porcelain dish, by dipping the endcf 
the tube connected with the larger bulb beneath the sunice 
of the potash solution and gendy aspirating at the other tube 
until the required amount has been introduced Cardiil/ 



, with paper, and close the 
"ibes fitted with ghis roi 
round the tubes when 
in the figure : this sma 
t of the balance-pan. 
aller bulb is adapted M 
78), about 5 centimeirS 
■d between loose plug^ <i 
oride tube. The cork is 
Lii sealing wax i 



dry the tube, inside : 

apparatus by short er^— ' 

Twist a piece of p. 
they touch, in the ">■> 
to su-pend the 

The tube coi, 
short and light d 
long, filled with 
cotton-wool, as in 
to be trimmed and covered v 
neral ready described. 
This apparatus s 
to retain any carbon 
dioxide which 
escape absorption : 
the potash bulbs : 
is therefore weighed 
with the buibs. 

Wipe the potash 
bulbs and the calcmm chloride tube with a soft clean dolli 
and place them in the balance-case. 

Many other forms of the potash apparatus have been de- 
scribed. Fig. t>2 represents a modification due to Geisslei: 
it will be seen that tiie gas passes thrice through the 
potash solution. The apparatus requires no support and is 
readily filled and emptied. Fig. 83 shows a very simple 
form of potash bulbs, orig\T\a.\\^ de\\se4\i'] M.w.scherlich, and 
taodi&ed by De Konrnck. TWvs v^^« "^^ «.^vw«»e. •a. 
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Imirably adapted for washing or drying gases. Carbon 
oxide may also be absorbed by soda-lime, as we have fre- 
lently had occasion to observe. This method of absorption 
especially convenient if the carbon dioxide is mixed with 
>mparatively large quantities of other gases. In such a 
ise the potash apparatus is replaced by a U-tube filled with 
>da-lime and calcium chloride, as described on p. 87. 

4. A Platinum Booty to contain the substance to be 
nalysed. This should be of such size as to pass readily 
ito the tube. It may conveniently be 70 mm. long and 

mm. deep. 

5. Cupric Oxide, Strongly heat some clean copper scales 
1 a muffle, and when they are sufficiently cool, transfer them 
> a porcelain basin and heat them with nitric acid (sp. gr. 
•2). Evaporate the pasty mass to dryness on a sand-bath, 
ound it up and heat it strongly in a covered Hessian 
rucible. Break the crucible, carefully remove any pieces of 
lay, and coarsely powder the fused cupric oxide, pass the 
owder through a sieve of wire gauze, to separate the fine 
ortions. The cupric oxide to be used in the analysis should 
•e in little pieces about the size of hemp- seed. The finer por- 
ion should be preserved in a stoppered bottle : it is useful 
or the determination of nitrogen, as described hereafter. 

6. Copper Gauze and Wire, Roll two pieces of fine wire 
?auze, about 2 centimetres broad, into plugs of a size just 
iufficient to pass easily, but with a little friction, into the 
:ombustion-tube. Heat them in the Bunsen flame to re- 
nove any adhering greasy matter, and when cold push one 
)f . them down about 25 centimetres into the combustion- 
ube, and fill up the tube from the other end with the 
:oarsely- powdered cupric oxide, occasionally tapping it so 
s to shake the pieces as closely together as possible. When 
be tube is filled to within 6 centimetres of the end, insert 
[le second plug of metallic copper. The Isc^ex ol ci-ors^s^^^ 
xide should be about 54 centimetres m\eii^\)cv \ >^^\^^^'cvo 
-cessity to leave a channel above it foi t\ve ^a?»^'5», ^vw:.^^^"^ 

A A 
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the coarseness of the powilcr there is ample room for their 
escape. Over tlw end of the tube is placed a small circular 
disc of copper (ti^. 7S), readily moveable along the tube. 
This serves to protect the caoutchouc stopper and to shidd 
the little bulb a of the calcium chloride tube from the heat: 
]/>• moving it backv.urds or forwanis a'ong the tube, as occa- 
sion requires, the condensation within the tube of the water | 
produced in the combustion may be entirely prevented 

Cut another piece of the copper gauze, about 10 centi- 
metres broad, and of the same length as you have found 
suitable for the plugs, and roll it round a piece of stout 
copper wire, about 12 centimetres long; the one end of the 
wire should be bent shar[;ly upon itself so as to hold the 
copper gauze firmly near one corner : the gauze is then 
turned over the wire along its entire length and wrapped 
nd so as to form a cylinder, which easily passes into the 
isdon-tube. The other end of the wire should be 
10 as to form a little ring of less diameter than the tube. 
cue combustion this long cylinder of gauze is placed 
ad die platinum boat containing the substance to be 
Bed. The vacant space in the tube, that is, the portion 1 
e the first copper plug, should be sufficiently large to 
the platinum boat and copj:er cylinder, and still leave 
I for the insertion of the cork. 

/. An Apparatus for dryin;^ and removing Carbon Dioxide 

tm ike Air and from Oxygtn. — This may be arranged as in 

J. 78 : the lower n«ck of the cylinder is partially closed by a ' 

•w finagments of glass, and the cylinder is half filled with 

Toe in coarse fragments : over this is placed a layer of 

"ool, and the remainder is filled with calcium chloride 

^ngy pieces. The cylinder is closed by a caout- 

" carryinga bent tube and leading to the two large 

^a), also filled with calcium chloride. Before 

^^i, lV\e a\t ox o^N^eu traverses the wash- 
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3xide, and also serves to indicate the speed with which 
e gas passes into the combustion- tube. 

8. A Bell-jar fitted with a Cork and Calcium Chloride Tube, 
he bell-jar stands in a vessel containing water. By con- 
icting it with the potash apparatus in the manner seen in 
5. 78 the pressure within the combustion-tube is decreased 

proportion to the height of the column of water within the 
ill-jar above the level of that in the trough. 

The Process, — When everything is arranged, gently heat the 
>mbustion-tube, having previously removed the platinum 
Dat, and pass a slow current of dry air over the copper 
tide to expel any hygroscopic moisture. Whilst the oxide 

being heated, weigh the potash bulbs and calcium chloride 
ibe without t/ieir caoutchouc stoppers: when you have de- 
rmined their weight, replace the stoppers. In about 10 or 
5 minutes turn down the flames beneath the tube and allow 
le oxide to cool in the current of dry air. We will assume, 
f way of example, that you are about to analyse pure cane- 
igar. This should be previously powdered and dried in 
le steam-bath. Heat the platinum boat to redness and 
ilow it to cool in the desiccator. Weigh it and transfer 
bout o'4 grm. of the sugar to the boat, and again weigh : 
le increase in the weight of the boat shows the amount 
iken for analysis. The sugar may be accurately weighed 
1 this manner, as it is not hygroscopic. Stop the air- 
urrent, and adapt the weighed calcium chloride tube to the 
ombustion-tube by means of the caoutchouc stopper, and 
Dnnect the potash bulbs, by a piece of well-fitting caoutchouc 
ibing, with the calcium chloride tube in the manner seen in 
y, 78. There is no necessity to bind the caoutchouc to 
le glass tubes, since the reduced pressure within the appa- 
.tus, caused by the column of water in the bell-jar, effectu- 
ly prevents leakage. Partially fill the bell-jar with water 
f aspirating at the end of the tube, turn the stoi^coc^ 
) as to prevent the entrance of the avc, ^xv^ cotvw^cX 
? caoutchouc tubing with the end oi \)cve. 's.o^'^-^vk^r. 

A A 2 
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oxygen, and when the gas appears to pass unabsorbed through 
the potash bulbs gradually lower the flames along the entire 
length of the tube. Close the caoutchouc tube of the 
wash-bottle, and transfer it to the gasometer of air, and send 
a current of air through the tube to displace the oxygen. 
In a few minutes disconnect the potash bulbs and calcium 
chloride tube (taking care to hold the latter so that the 
water condensed in the smaller bulb does not flow out), fit 
in their respective stoppers, wipe them, re-weigh them (of 
course without the stoppers). Allow the combustion-tube to 
cool gradually : if care be taken to anneal it properly it 
will serve a great number of times without rearrangement. 
The heat need not be so high as to distort the tube : the 
great majority of carbonaceous substances, especially if they 
contain oxygen, bum with comparative ease in contact with 
copper oxide and free oxygen. The apparatus is ready for 
a second combustion : if the analysis of the sugar has to be 
repeated it is of course not necessary to wait until the copper 
oxide and tube are completely cold. 

In the analysis of volatile liquids the substance is weighed 
out in little bulbs of the shape seen in fig. 84. These are 

made from tube, obtained by drawing 
^ out a piece of wide glass tubing before 

the blowpipe until it is about 5 milli- 
metres in external diameter. The tube to contain the liquid 
should be about 30 millimetres in length in the wider portion : 
the narrow portion should be short enough to allow the 
tube to rest in the platinum boat. The tube is weighed and 
passed once or twice through the Bunsen flame, and whilst 
still hot the open end is plunged beneath the surface of the 
liquid to be analysed. As the tube cools the liquid is driven 
into it to replace the air expelled on warming. Withdraw 
the tube from the liquid and cause the small portion within 
the hulh to boil briskly so as to drive owl sW \Ni\^ ^w.^-axv^ 
^ga/n plunge the end of the tube into ihe \\c\\\\0^. 'W^ V:^ 
win now be almost completely filled. "ELxcept m v\\^ ^^'^'^ "^"^ 
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■ wiihin about 30 centimetres from the first, and then a layer, 
about 9 centimetres in length, of pure cupric oxide ; neal a 
third asbestos plug, and lastly a layer not less than 30 centi- 
metres long of metallic copper, prepared by reducing gran- 
ular cupric oxide in a strearn of carbon monoxide. Draw ] 
out the end of tlie combustion-tube before the blowpipe and j 
connect it with the bent delivery tube a, which dips be- | 
neath the surface of ^^^ 

the mercury in the 
trough (fig. 85). Be- 
fore placing the tube 
in the furnace tap it 
gently on the table 
to shake down the 
several layers, in or- 
der to leave a chan- 
nel for the escaping 
gases. 

The vessel 3 has a 
rapacity of about aoo 
c.c. It is provided 
with a glass stopcock 
andbent delivery tube 
as represented in fig. 85. To ascertain if the stopcock is per- 
fectly air-tight, fill the apparatus completely with mercury 
and place it on its foot : any leakage will immediately reveal 
itself by the mercury flowing out of the tubulus. If the stop- 
cock is found to be tight replace about 20 cc. of the 
mercury with a strong solution of caustic potash, and place 
the vessel in the mercurial trough with its tubulus beneath 
ihe surface of the metal. 

Heat a portion, say the posterior half of the manganous 
carbonate or magnesite, and drive out the air within the 
tube by a brisk current of carbon dioxide. At the same 
time commence to heal the "fiot\.\oT\ ot \he tube occtjpied by 
the metallic copper and pute cu^^*^ ofAie, K^ warav ^ *r 
■aping fms is free from air W\\^c\v\% ttaSiVj asKKttia«&>»i 
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to be kept at a bright red heat during the operation : the 
' -^rarbon and hydrogen may then be determined accurately in 
■ the ordinary way ; or a length of from four to six inches of 
: St mixture of potassium dichromate and manganic oxide is 
^ placed in the fore part of the tube and kept at a temperature of 
^ about 250°. This mixture readily absorbs nitroxygen fumes. 

li. Determination of Nitrogen by Volume, Maxwell Simpson's 
T Method. — This process is applicable to all nitrogenous bodies, 
\ inorganic and organic. The substance is burnt by a mixture 
^ of cupric and mercuric oxides in a tube from which the air 
has previously been expelled by a current of carbon dioxide : 
the nitrogen and carbon dioxide, together with the excess of 
free oxygen, are passed over strongly-heated metallic copper, 
which retains the latter gas : the remaining gases are col- 
lected in an apparatus standing over mercury and partially 
filled with strong solution of caustic potash, which absorbs 
the carbon dioxide : the residual nitrogen is transferred to a 
measuring tube standing over mercury, and its volume is 
accurately determined. From the known weight of a litre 
of nitrogen the weight of the gas is readily calculated. 

A piece of strong combustion-tube about 80 centimetres 
long is sealed and rounded at one end like a test-tube. A 
mixture of 1 2 grams of manganous carbonate or magnesite 
dried at 100°, and 2 grams of precipitated mercuric oxide are 
introduced into the tube. Insert a plug of recently-ignited 
asbestos, pushing it down to within 2 centimetres from the 
mixture, and afterwards add about i gram of the mercuric 
oxide. Weigh out about o*6 gram of the nitrogenous substance 
to be analysed into a glazed porcelain mortar, and mix it with 
about 45 times its weight of a previously-prepared mixture 
of 4 parts of finely-powdered and recently-ignited cupric 
oxide and 5 parts of the dried mercuric oxide. Transfer the 
mixture to the tube without loss, and rinse the mortar with 
a fresh portion of the two oxides, adding the rinsings to tha 
tube. Push down a second and thick ^Vx^ ol ^^^'sx.<5'?» ^.^ 
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\ ftdhcfing to the sto;>|K'r and so tinding its «rav' ■ 
nitrogen, it is advlsalile to moisten the stopper with a s— 
tion of corrosive sublimate before insertii^ it into III 

lubuius. Fill up the bent tube with mercury and imdow* 
\ from thc^ trough. I'Liceadropof water in the measuni^ lobe 
J flU it with mtrcury, and invert it beneath the sui&ce « the 

mcta! in tlu" trough. Plate the end of the delivery toti« ' 

beneath the measuring lul>e, cautiously turn the stopcocii. 

and allow the gas to escape from b. When the level of tlie 

mercury in c approaches the contracted pomoo, close the 

Btopcock, refill Ihe lube with the metal, ^ ^_ 

nnd reopen the stopcock, and so gra- 
dually transfer the niirogen into the 

muaxuring tube, closing the stopcock as 

Boon as the potash solution touches it 

Of coume the delivery tube is thus left 

tilled witli nitrogen, but a& an identical 

volume of air (viz. that which originally 

riik'r.l it) has been transferred to the 

uitjisuriug tube, no error is committed. 

Read off the volume of the moist gas 

and correct U for pressure, tension of 

aqueous vapour, and temperature, and 

calculate the weight of the nitrogen : a 

litre of nitrogen under the standai*d 

conditions of temperature and pressure 

weighs f255 gram. 

The above method of measuring the 

volume of tiie niirogen may be much 

simplified by the use of the apparat'-is 

devised by Hugo Schitt,* and repre- ~ ^ 

sented in fig. 87. The burette a, which is fitted \vith a glas 

stopcock, f, contains about 120 c.c. down to the side tubet 

and stands in a wooden foot, which may be rendered mor 

• Fressnlus, ZeitschrUi fir orai. C^usaW, t- »,'S». «**■ 
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stable by being weighted with lead. At about 2 centimetres 
beneath the side tube a^ is a second tubulus, b^ inclined 
upwards in the manner seen in the figure. Through this tube 
is poured mercury to a height of 2 or 3 millimetres above 
the lower opening. The vessel b, holding from 150 to 170 
CO., is supported by a metallic ring attached to the clamp e : 
and may thus be readily placed at any desired height along 
the burette : b is connected by a strong caoutchouc tubing, 
previously soaked in melted paraffin, with the side tube a, 
B is filled with a strong solution of potassium hydrate of sp. 
gr. 1*5, prepared by dissolving potash in an equal weight of 
water: its neck is closed by a cork, in which a narrow 
opening is cut. On closing the tubulus b with a cork, and 
on opening the stopcock and raising b, the potash solution 
flows over into the burette and completely fills it. The 
stopcock is now closed and the vessel b is lowered nearly 
to the foot of the burette : the stopper may then be with- 
drawn from b without the mercury being forced out. 

The delivery tube of the combustion-tube is then pushed 
through b as soon as all the air has been expelled. The 
volume of the nitrogen is then directly measured, the vessel 
b being raised until the levels of the potash solution in 
both pieces of the apparatus are coincident. The nitrogen 
may without sensible error be assumed to be dry : the 
amount of moisture present in it is probably never more 
than 0*007 of its volume. This additive quantity serves 
in some measure to compensate for the deficit in the 
amount of nitrogen obtained, due to the impossibility of 
entirely preventing the formation of nitroxygen compounds 
in the process of combustion. 

Estimation of Nitrogm as Ammonia. — By Burning with 
Soda-lime. — This process, which is applicable to all nitro- 
genous substances excepting the so-called nitro-com^ounds^ 
e.g. nitro-benzol, amyl nitrate, &c., has a\t^ad^\i^^'^^^'^^^^^^ 
on p. 334. 
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III. Analysis of Organic Substances containing 
Ch!X)rine, Bromine, and Iodine. 

AMien an organic coropound containing a halogen, chlorine, 
for example, is burnt with copric oxide, cuprous chloride is 
formed, which, being volatile, is carried forward in the 
stream of gas and condenses in the calcium chloride tube, 
and thus renders the determination of the hydrogen in- 
exact If the gases within the tube contain free oxygen 
the cuprous chloride is more or less decomposed, cupric 
oxide being formed, and chlorine eliminated. This is 
retained partly by the calcium chloride, partly by the 
potash solution. By inserting a cylinder of copper gauze 
in the anterior portion of the tube, the chlorine may be 
arrested so long as the amount of oxygen is not sufficient to 
oxidise the copper. By mixing the cupric oxide with a 
small quantity of lead oxide the chlorine may be entirely 
retained. 

'I'he determination of the carbon and hydrogen in com- 
I^ounds containing chlorine is best effected by heating with 
lead chromate. This substance is readily made by mixing 
1 potassium chromate and lead nitrate or acetate solutions, 
tiioroughly washing the dense yellow precipitate, drying it, 
heating it to redness in a covered clay crucible, and coarsely 
powdering it. The combustion is made in the manner 
already described in the case of copper oxide, 

Dctcnuijiaiion of the Halogen. — A narrow piece of com- 
biistion-tube about 40 centimetres long is sealed and rounded 
at the end like a test-tube. A small quantity of coarsely- 
powdered and recently-burnt lime is introduced into it, so as 
o occujjy a length of 4 centimetres. The compound to be 
lalysed, if solid, is weighed out into the combustion-tube, 
i mixed with a quan- p,^ ^g 

^i the lime in mo- ,^ ^ ^ ^ 

toe powder, 
rf a brass wirebeivt m \\"v^ ma.w^^\ s.^^w\^\'^%.^'^. 
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By twisting this wire among the fragments the substance 
and the lime are uniformly mixed. The wire is rinsed 
from any adhering powder by a further quantity of lime, and 
the tube is filled with the coarsely-powdered lime to within 
about 3 or 4 centimetres from the open end, placed in the 
furnace and closed by a cork carrying a shoit piece of bent 
tube, which dips beneath the surface of water contained in 
a small beaker. This serves to maintain a slight pressure 
within the tube and tends to prevent the escape of any of 
the halogen. Commence the operation by heating the an- 
terior portion of the tube, and gradually approach the part 
containing the substance as the lime becomes red-hot. 
Having lighted all the burners beneath it, continue to heat 
the tube until the cessation of gas bubbling through the 
water tells you that the process is finished. When the tube 
is cold, empty the loose fragments of the lime into about 
150 c.c. of water, and half fill the tube with water to dissolve 
any fused substance adhering to the glass. Acidify the liquid 
with moderately dilute nitric acid free from chlorine : an 
excess of nitric acid is readily indicated by the change in 
the colour of the suspended carbonaceous matter. Immedi- 
ately all the lime is dissolved the precipitate becomes quite 
black. The liquid is filtered and treated with silver nitrate 
solution, and the precipitated silver salt washed, dried, and 
weighed. Of course the quantity of the chlorine may be 
estimated volumetrically by standard silver solution and 
potassium chromate if care be taken to neutralise the excess 
of nitric acid by well-washed precipitated calcium carbonate, 
or by the addition of sodium carbonate solution. 

Liquids containing chlorine, &c., are weighed out in bulbs, 
as described on p. 354 : after the introduction of a layer of 
lime, about 4 centimetres long, the bulb is allowed to slide 
down the tube, which is then immediately filled up with lime. 
When about half the length of the tube has been heated, ex- 
pel the liquid from the bulb by gently heating the tube where 
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il is siitiatcd, and condua the remainder oi the 

dctcritjcd. 

, Many organic siib-ttance!i containing a ItaJcgen maf 

wry conveniently analysed by digesting them with wnterfflrf 

^ium amalgam. The liquid poured off the residiiaJ ma- 

Cliry \% ucidified with nitric acid and the chlorine detennioe^ 

in the usual manner. 

Certain organic iodides are decomposed by heating thto) 
*ith an alcoholic solution of silver nitrate; ihe silver itniiit 
tilu» formed may be filtered off, dried, and weighed. 

IV. Analysis op Oroakic SmsTAXCEs contjisisg 

SULI-HUK AND PhciSPHOBI;s. 

The combustion of organic bodies containing siiiplwii' 
VlQat accurately made with lead chroraate: the onlj Ji't' 
CAutjon needed is to niaintnin the anterior portion ol' iti^ 
tube, to the extent of i S or ao centimetres, at a very low lei 
hfat only. Under these circumstances no sulphur dioxid*, 
(Jiis<uK into ihc absor|ition aiiparahis. 

Dftttmiiwtioii of Sulphur. — Solid substances containinB 
sul[)hiir may be decomposed by fusion with potassium hydralc I 
ami pure nitre. Place a quantity of potassium hydrate in a 
silver dish, mix it with about \ of its weight of nitre and fii« 
the mixture. Allow it to cool and add to it the weighed 
quantity of the sulphur compound. Heat gently, and stit 
continually with a silver spatula, adding little by little a small 
quantity of nitre if the carbon appears to be but slowly con- 
sumed. When the mass is cold, dissolve it in water, acidify 
with hydrochloric acid, boil, and add barium chloride. 
Treat the precipitated barium sulphate in the manner de- 
scribed on p. 169. 

Solid compounds of sulphur may also be analysed by 
digesting them with strong potash soKition contained in a 
luye porcelain crucible, aiwi pa.ss.\r.-6 a. s^ckki qI Oriww: into 



Sulphur and Phosphorus, '^^^'j 

the liquid until the substance is completely decomposed. 
Acidify, heat gently to expel excess of chlorine, filter, and 
add barium chloride. 

Car ills' Method, Applicable to the Estimation of Sulphur 
cind Phosphorus in Solid and Liquid Substances, — The com- 
pound is oxidised by the action of nitric acid of sp. gr. 
1*2. From o*2 gram to 0*4 gram of the substance is 
"weighed out in a thin glass-bulb, care being taken 
that but little air is enclosed within the bulb. The 
sealed bulb is brought into a tube of hard glass of about 
10 or 12 millimetres in internal diameter, sealed and rounded 
at one end like a test-tube, together with from 20 to 60 times 
its weight of nitric acid of sp. gr. 1*2. The tube must not 
be more than half filled with the liquid. It is now softened 
in the blowpipe flame at a few centimetres from the open 
end, and the fused glass allowed to thicken, and it is then 
drawn out into a thick-walled capillary tube. The tube is 
supported in the clamp of a retort stand, and the nitric acid 
caused to boil, so as to expel the air contained wiihin the 
tube : when the acid vapours are freely evolved, the lamp is 
removed, and the capillary opening is closed by the blowpipe 
flame. Allow the liquid to become nearly cold, wrap the 
tube in a thick towel (for safety), and break the bulb by 
shaking it smartly against the ends of the tube. Heat the 
tube to 120-150° for some hours in the air-bath. Allow the 
bath to cool before withdrawing the tube, wrap it in the 
towel, and cautiously warm the point, so as to expel the liquid 
which collects in the capillary tube. Soften the end in the 
blowpipe flame : the enclosed gases will force their way 
through the fused glass. Examine the tube carefully, and if 
you have reason to believe that the oxidation is incomplete, 
re-seal the tube and heat it to 180° for an hour. Allow it to 
cool and open it with the same precautions as before. If no 
more gas escapes the process is fimsVied, OiVo^ "^^ '^^^ '^'^ 
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nifin^^ 



I 

I 



ll)c lube, rinse its rontcnts into a beaker, dilute with « 
iind, ill the cuae of sulphur, add barium chloride. In die 
C3BC of phosphortis, add ammonia, ammonium chloride, 3s&. 
niiignesiia mixture, and convert the precipitate into magne^um 
pyrophosphate. If sulphur and phosphorus are togema 
present, precipitile the siiljjhuric acid n-ith barium diloride, 
remove the excess of baryta by sulphuric acid, concentiace 
the filtrate by evaporation, and determine the pfaosphocic 
odd as nugncstum pyrophosphate. 
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Table I. 
Symbols and Atomic Weights of the Elements, 





Element 


Symbol 


Atomic weight 


Observer 




Aluminium 


Al 


27*02 


Mallet 


Antimony 


Sb 


119*6 


Schneider; Cooke 




Arsenic . 


As 


74*9 


Kessier 




Barium . 


Ba 


136-84 


Marignac 




Bismuth . 


Bi 


207*5 


Dumas 




Boron 


B 


io*9 


Berzelius 




Bromine . 


Br 


7976 


Stas 




Cadmium 


Cd 


II 1 7 


Lenssen 




Caesium • 


Cs 


1327 


Johnson and Allen ; Bunsen 




Calcium , 


Ca 


39-90 


Erdmann and Marchand - 




Carbon . 


C 


11*97 


Dumas and Stas ; Liebig 




Cerium . 


Ce 


13824 


Rammelsberg 




Chlorine . 


CI 


35*37 


Stas 




Chromium 


Cr 


52-08 


Siewert 




Cobalt . 


Co 


58*6 


Russell 




Copper . 


Cu 


63*12 


Millon and Commaille 




Didymium 


D 


142*44 


Hermann 




Erbium . 


E 


168 9 


Bahr and Bunsen 




Fluorine . 


F 


18*96 


Luca ; Louyet 




Gallium . 


Ga 


698 


Lecoq de Boisbaudran 




Glucinum 


Gl 


9-30 


Awdejew ; Klatzo 




Gold 


Au 


196-85 


Thorpe and Laurie 




Hydrogen 


H 


I 


Dulong and Berzelius 




Indium . 


In 


113*4 


Winkler ; Buusew 




Iodine 


I 


126-54 


\ Slas 


L 


Indium . 

i 


/ '' 


192*5 


\ Se>i\ieT\. 



B B 



»_. 


St-W 


A>ook*.i^ 


Ofumw 


Inn 


Fe 


5S-9 


D^ ^ 




La 


"39» 


HenuTui ^H^ 


Lad . . 


Pb 


ao6.40 


S^ ^M 


Utham . . 


U 


7TO 


^M 




H« 


a3^ 


IIBDU ^^ 


u»e»x« ■ 


iu 


M« 


DemasaSaXI 


UocxT. . 


H£ 


199-8 


Enlnanm ud ilM^od 


IMrtoleumt . 


Ho 


»5-9 


nBn»»; Dcbray 


Mkkd . . 


M 


SS-o 


Roocil 


SUmm. 


ifb 


MT 


UuiKMc ^H 


Nfai^m. . 


N 


M-ol 


su, ^H 


Onaion. . 


Ds 


I9£»« 


ScHbot ^H 


Oin~ . 


O 


15-96 


Mboa ^H 


Ri^teB 


Fkl 


>o6^ 


BcDcfias ^^ 


n<>fA<«s . 


P 


30-96 


Sduwwr 




Fl 


194-38 


Sc>bm 




K 


39^01 


Sin 


Rbafia> 


Rh 


Will 


BctldiM 


RabUiOBi 


Rb 


»S-a 


B-wcn; Pionid 




8n 


ioi-5 


BaaHn 


Soadimn 


Sc 


44 1> 


NUwa 


-■^icoiaoi . 


Se 


rs-g 




Silvei . 


Ag 


107-67 




SilicoQ . 


Si 


iS-33 


Thorpe and Voune 


Sodimo . . 


N> 


33-99 


StiS 


SooDtiam . 


Sr 


S7-S« 


Mirigme 


Snlphnr . . 


s 


31-9^ 






Ta 


.Sj-oo 


.Marignac 




T= 


125-0 




Tialliam 


Tl 


ioj-50 


Ctootes 


TbonDDi. 


IT. 


a3>44 




Tin. 


Sn 


1174 


Dum^s 


Tiuoiiun 


Ti 


4St, 


Thorpe 


Tungsten 


W 


iSj-6 


S<*n«J«iDiuii»s;Rw» 




u 


239-8 


Ebclmen 


Vaii«dio« 


V 


51-0 


Roseoe 


VtWrtiniD 


Yl 


I7J-0 


Nikon 


Vtuuun . . 


V 


8$9 


EaKr and Bunsen 


Ak . . 


Zn 


647 


Aicl Erdmann 


r^ 


Zi 


904 


Maligna i: ; Bailey 
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Table II. 
Volume and Density of Water at different Temperatures. 



Tcnp. ^\^ 


gr. of Water Vol 

d' = .( {a 


orw.„ s. 


,.^jnv.c. 


Volinw^fWalcr 
(01 i° = 1) 


a 1 


000000 I 


OOOCCO 


559871 


1 ■000129 




000057 


999943 


999918 


I 000071 


3 I 


000098 


999902 


999969 


1 000031 


3 ' 




9998B0 


999991 


ICOOOO9 


4 f 


000119 


999871 1 






5 ■ 


■0001:9 


999881 


999990 




6 1 


■000099 


999901 


999970 


1 000030 


7 1 


■00006s 


99993S 


9[;9933 


1 ■000067 


8 1 


000015 


999985 


■999886 




9 o 


999953 ■ 


■ODO047 


999824 


1-000176 




999K76 1 




999747 


1-000253 




999784 1 


■000216 1 


999655 


1-000345 




99967S 1 




999549 


1X)C045' 


13 


999559 1 


000441 


999430 


1 000570 


14 


995429 1 


000572 


999299 


1 000701 


IS 


999289 1 


■000712 


999160 


1-000841 


16 


9991.1' ' 


■000S70 


999002 


I -000999 


17 


998970 I 




998B41 


1-001160 


iS 


998781 1 


■001119 


998654 


1001348 


19 


998588 I 


■001413 


998460 


1001542 




99S388. . I 


■C0161S 


998259 


1 ■001744 




998176 1 


■001828 


998047 


I ■001957 




9979S3 1 


C02049 


997826 


1-002177 


23 


997730 I 


002276 


997601 




24 


997495 1 


C025It 


997367 




as 


997249 1 


002759 


997110 




a6 


996994 I 


C03QI4 


996866 


I 003144 


37 


99673? 1 


003278 


996603 


. 003408 


2g 


996460 1 


O03S53 


996331 


1 ■C03682 


29 


996179 I 


003835 


99605: 


I ■C03965 


30 


995894 1 


001123 


995765 


1 004253 


35 


99431 ' 


00572 


99418 


1-00586 


40 


99248 1 


00757 


99235 


1 ■00770 


S° 


9BS33 I 


01 181 


9S820 


I 01195 


60 


98351 1 


01677 


98338 


I 01691 


70 


97807 I 


02243 


97794 


1 '02256 


80 


■97206 1 


02874 


97194 


i-QiS&T 


90 




03554 


96^S& 


\ v-Q1,S*>l 


'OD / 


9SS7S 


04300 1 


■9S^S 


\ \^t>wi 
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Table 
Tensim of Aqueous Vapour a 



Appendix. 



ni 



III. 

Millimetres of Mercury frotn o° to 34*9° C, 



»7'5 

•6 

•7 
•8 

•9 

x8'o 
•1 
•2 
•3 
•4 
•f 
•6 



Mm. 



14-882 

•977 
15-072 

•167 
-262 

•357 
•454 
•552 
•650 

•747 
•845 
•94s 



•7 16-045 



•8 

•9 

19*0 

•x 

•2 

•3 

•4 

•5 
•6 

•7 
•8 

•9 



•145 
•246 

•346 

•449 
•552 
•655 
•758 
-861 
•967 

17*073 
•179 

•285 



200 
•i 
•2 

•3 
'4 
'S 
•6 

*7 
•8 

•9 
21 'o 

•i 

•2 

•3 
•4 

•5 
-6 

•7 
•8 

•9 
22*0 

•i 

•2 

•3 
•4 



Mm. 



17*391 
•500 
•608 
•717 
-826 

•935 
18047 

*i59 
•271 

•383 
•495 
-610 
•724 
•839 

■954 

19*069 

•187 

*305 
*423 
*54i 

•659 
•780 
'901 
20 '022 
•143 



// 



22-5 
•6 

•7 
•8 

'9 

23 o 
I 

•2 

•3 
•4 
•5 
•6 

■7 
•8 

■9 

24 o 
x 

•2 

•3 

•4 

*5 
•6 

•7 
•8 

■9 



Mm. 

20*265 

•389 
•514 
'639 
*763 
-888 
21 '016 

•144 
'272 
'400 
•528 

•659 
•790 
'921 
22 "058 
'184 

■3»9 

"453 
•588 

•723 
-858 
•996 
23*135 
■273 
•411 






Mm. 


250 


23550 


•l 


•692 


•2 


•834 


•3 


•976 


•4 


24-119 


•5 


•261 


•6 


•406 


•7 


•552 


•8 


-697 


•9 


•842 


26*0 


-988 


•i 


25138 


'2 


-288 


•3 


•438 


•4 


•588 


•s 


•738 


•6 


-891 


•7 


26-045 


•8 


-198 


•9 


•351 


27 'o 


*505 


•i 


•663 


•2 


-820 


*3 


-978 


*4 


27*136 

v 



27 s 

•6 

'7 
•8 

•9 

280 

•i 

-2 

*3 
*4 
•5 
•6 

*7 
•8 

'9 
29-0 

-I 

•2 

•3 
•4 
*5 
•6 

•7 
•8 

•9 



Mm. 



27-294 

•455 
-617 

•778 

•939 

28*101 

-267 

*433 
•599 
•765 

*93» 

29-ioz 

-271 

*44i 
-612 
•782 
*956 

3o*X3i 
■305 
*479 
*654 
•833 

31 "oil 
-190 

•369 



Mm. 



30031-548 



•x 

*2 



4 
*5 
•6 

•7 
•8 

•9 

31 o 

•x 



•729 
*9ii 
3 32 094 
•278 

•463 
•650 

'837 
33*026 

*2I5 

*405 



•2 

•3 
•4 
•5 
-6 

*7 
•8 

*9 

320 

•1 

*2 
•3 



*596 

•787 
-980 

34 'J 74 



Mm. 



32 '5 36 370 



-6 

•7 
•8 

•9 

330 

•1 



*576 

•783 
*99i 

37 '200 
•410 
-621 
•832 



*3 38*045 



•258 

•473 
-689 

-906 



8 39*124 



•368 34 -o 



*564 
-761 

*959 
35*159 
*359 
*559 
-760 
•962 



w 



4 36*i6s 



-I 
-2 

*3 
*4 
•5 
•6 

•7 
-8 



\ 



*344 

*565 

•786 

40*007 

*230 

•45s 

*68o 

•907 

41*135 

•364 
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Table IV. 

BAUMfi'S HYDROMETER. 

Tith/e/or Liquids heavier than Waler. 



^n^- 


Sp.lr. 


•R 


S(..g.. 


-B. 


Sp.p. 


~o^ 


.«» 


36 


1106 


5* 


I-Sra 




iw>7 


^![ 


I -116 


S3 


J -5?; 




.t.13 


aS 


I-«6 


54 


1-551 


.1 


roio 


J.) 


1236 


55 


1-567 


4 


[■oi7 


30 


1-246 


56 


rS8] 


J 


I '034 


3« 


i-iS6 


57 


l^OO 




1-041 


3> 


1-267 


58 


1-617 


i 


1-048 


33 


:^i^ 


59 


1634 


ISl 


34 


go 


1-65^ 


9 


P 


1-199 


61 


1-670 




1-070 


I -310 


63 


1-689 




1078 


37 


I -333 


63 


i-7oS 






;S 


'■333 


64 


f 7^7 


ij 






3y 


'•345 


65 


■747 


■4 






40 


'^ 


66 


1767 


15 






41 


67 


1-78S 






MS 


4J 


1383 


68 


.■809 


17 






43 


'■395 


69 


■ -S31 


IS 




134 


44 


1-407 


70 


1-854 


19 




I4J 


45 


I -421 


71 


1-S77 


JO 




:g 


46 






1-900 






47 




73 


1-924 


aa 




iSS 


48 




74 


1-949 


>3 




49 


t-476 


S 


"■974 


14 




5*" 


1-490 


3-000 


SS 


I -197 


S« 


I -SOS 
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Table IV. — continued. 



Table for Liquids lighter than Water, 





Sp. gr. 


°B. 


Sp. gr. 


OB. 


Sp. gr. 


lO 


i-ooo 


27 


0896 


44 


0-8x1 


II 


0993 • 


28 


■ 0*890 


45 


0807 


12 


0-986 


29 


0-885 


46 


0-802 


13 


0-980 


30 


0-880 


47 


0-798 


14 


0-973 


31 


0-874 


48 


0-794 


15 


0-967 


32 


0-869 


49 


0-789 


16 


0-960 


33 


0-864 


50 


0-785 


17 


0-954 


34 


0-859 


51 


0-78X 


18 


0948 


35 


0-854 


52 


0-777 


19 


0-942 


36 


0-849 


53 


0773 


20 


0936 


37 


0-844 


54 


0-768 


21 


0930 


38 


0-839 


55 


0-764 


22 


0-924 


39 


0-834 


56 


0-760 


23 


0-9x8 


40 


0-830 


57 


0757 


24 


0-9x3 


41 


0-825 


58 


0753 


25 


0-907 


42 


0-820 


59 


0749 


26 


0-90X 


43 


0-816 


60 


0745 



TWADDELUS HYDROMETER. 

To convert degrees Twaddell into specific gravity (water « 1,000) : 
multiply the number by 5, and add 1,000 to the product. 



To reduce specific gravity (water = 1,000) to Twaddell : deduct 
1,000 and divide the remainder by 5. 



nT 



Table V. 



SAoivi'lg the Percmlagts of real SiUphurU Acid (SO^,) 
cerrespondingto i-arinus Specific Graz'ities of A^uanu Sal- 
phuric Acid. 

BLnciu ; Otto, Tanp, is°. 



Spedfir 


Ps 






ledSc 


Per 


Sp«i6c 


s 










™*uy 




KTITICT 




1-8426 


100 


398 


SO 


1-182 


as 




847 


» 






3886 


49 


1-174 


** 




8406 


98 






379 


48 


1-167 


« 




840 


97 






370 


47 


"■'59 


u 




83a4 


96 






36« 


46 


.-.1.6 






8376 


95 






3S« 


45 


I -144 


K 




8356 


94 1 ' 






342 


44 


1-136 


'2 




834 


93 « 


592 




333 


43 


1-129 


>S 




831 


92 1 


SSo 


67 1 


324 


42 




«T 




827 


9" 1 1 


568 


66 I 


3'S 


41 


I -1 136 


16 




822 


90 1 1 


SS7 


65 1 


306 


40 


i-io6 


15 




gi6 




545 


64 ' 


2975 




1-098 


H 




809 




534 


63 • 


289 




I -091 


13 




802 


87 ' I 


5^3 


62 I 


Z8i 


37 


it)83 






794 


86 I 


512 


61 I 


272 


36 


1-0756 






786 


85 " 


501 


60 1 


264 


35 


1-068 






777 


84 1 


490 


59 ' 


366 


34 


1-061 


9 




767 


83 • 


480 


58 ■ 


2476 


33 


1-0536 


% 




7S6 


82 1 


469 


57 I 


239 


32 


,464 


7 




745 


81 I 


4586 


56 1 


231 


3' 


I 039 


6 




734 


80 . 


448 


S5 ' 


213 


30 


1^32 


5- 




7ja 


79 > 


438 


54 I 


215 


29 


; 1-0256 


4 


1710 


78 I 


42S 


53 J 




28 


1-019 


3 


1-698 


77 1 


418 


52 1 


%% 


27 


1 '-013 




1-686 


76 1 I 


408 


5' " 


190 


26 


1 1-0064 


' 
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Givittg the Percmtage Amount of Hydrochloric Add contained 
in Aqueous Solutions of the Gas of various Specific Gravities. 



Sp«ife 


HO 


Sp«.ific 


HCl 


S(»cifc 


HCi 


Spcriii.^ 1 HU 1 




peremt. 


gravily 




gravity 




giaviiy petcenl. | 


1-aooo 


40777 


'-'515 


30582 


1^1000 


20 '388 


10497 


10-194 


I -.987 


40-369 


1-1494 


30174 


I09S0 


19-980 


10477 


9786 


I -1964 


39 '961 


1-1473 


29767 


1-0960 


19-572 


.-0457 


9-379 


1-1946 


39-554 


1-1452 


29-359 


1-0939 


19.65 


1-0437 


8-971 


1-1938 


39-146 


1-1431 


i8-95i 


1-0919 


18-757 


1-0417 


8-563 


1-1910 


38-738 


1-1410 


28-544 


10899 


'8-349 


1-0397 


8-155 


1-.B93 


38-330 


1-.3S9 


28-136 


1-0879 


.7-941 


1-0377 


7-747 


I-IB7S 


37-923 


.■1369 


27-728 


1-0859 


17 534 


1-0357 


7-340 


1-1857 


37-516 


1-1349 


27-321 


i>o838 


I7'126 


1-0337 


6-932 


1-1846 


37-'o8 


I-.328 


26-913 


I '0818 


16-718 


1-0318 


6-524 


1-1822 


36-700 


ri3o8 


g:SI 


10798 


16-310 


1-0298 


6'Ji6 


I'lSoi 


36-292 
35-»84 


1.287 


.-0778 


15902 


I -0279 


5-709 


i-iySs 


1-1267 


25690 


r-0758 


15-494 


1-0259 




,-.762 




I -1247 


25 '282 


10733 


15-087 


1-0239 




1-1741 


sl'Sei 


I'1226 


24-874 


1-0718 


14-679 








34-660 


11306 


24466 


10697 


.4-271 




4-078 


I ■1701 


34-252 


1-1.85 


24-058 


1-0677 


13863 


i-oiSo 


3-670 


1-16S1 


33-845 


1-1164 


23-650 


10657 


■3-456 


10160 


3-262 


i'i66i 


33-437 


1 1143 


23-242 


1-0637 


13-049 




2-854 


1-1641 


33029 


.1123 


22834 


10617 


.2 ■641 




2-447 


I -1620 


32-621 




22-426 


' 1-0597 


12-233 




2-039 


11599 


32'2I3 


l'10S2 


22-0.9 


.■0577 


I. -825 


I -0080 


.-631 


1-157B 


31-805 


1106. 


21 -611 


1-0557 




1-0060 


1124 


'■'557 


31 -sgs 


1-1041 


21-203 


I -0537 






o'8i6 


1-1536 


30-990 




20-796 


1-0517 


10-602 


10020 


0-408 
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SJiowhig the Peremtage Amount of Nitric Add (HNOi) 
a>nfai?ied in Aqueous Solulioru of various Specific Grai'iiits. 

(Kolb, Ann. Cb. Phjs. [4] 136). 





The number marked " 


are the resoHs 


direct olHen-atioal : ik 






Ihers are obtained by mterpftlatioiu 
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HNO, 1 
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HNO, 

p«-m.t. 
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pttoinl. f 
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At.s" 


doa 1 


A.C- i 


i.s" 
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.00-00 1 I 


559 


1530 


o-oooo 


68 -oo 


1-435 I 


414 


0-0784 




99 ■84" I 


5S9* 


I ■530'' 


0-0004! 


67-00 


1-430 I 


410 


0-0796 






997'* 1 I 


558* 


1-530* 




66 -oo 


1-425 ' 


405 


0-0806 






9952' • 


557' 


1-529* 


0-0014' 


65-07* 


1-420* I 


400* 


o-oSiS 






97'89' 1 I 


55'* 


,-523* 


0-0065 


64-00 


1-415 I 


395 


0-0S30 






97-00 1 


548 


1-510 


0-0090 


6359 


1-413 I 


393 


0-OS33 






96-00 1 t 


544 


.-5.6 






1-404 I 


386 


0-0846 






95-37* ■ 


542- 


I-SI4' 


0014a 


6l-2I* 


1-40O- 1 


381* 


o^So 






94TO ( 1 


537 


r-509 


0-O.83 


60-00 


1-393 1 


374 


0-0854 






93-0(' 1 


533' 


I -506" 


o-oaoS 


59'59' 


i-3->i" I 


372* 


0-0855 






92-00 : 


539 


1-503 


0-0343 


58-88 


1-387 . 


368 


D-o86[| 






526 


1-499 




58 -00 


1-382 I 


363 


0-0S64' 






522 


'■495 




57 -co 


1-376 ' 


358 


0-OS63, 




89 -SS" ■ 


521* 


I -494* 


0-0315 


56 -:o" 


1-371* ( 


353' 


0-08 JO 








5 '4 


r-4S8 


o'0354 


55-00 


1-365 ■ 


346 


0-0874 






87'4S";'< 


S'3* 


:-4S6* 


0-0369 


54-00 


'■359 I 


34' 


0-0875 






86-17* ' 


507* 


1-482 


0-0404 


53-Bi 


"■358 ■ 


iy> 


0-0875 






8s -oo I 


503 


1-478 


0'0433 


S3-O0 


'■353 " 


335 


0-0S75 




84-00 I 


499 


■■474 


0-0459 


52 '33' 


1-349- ' 


331" 


o-oS7s; 




83-00 I 


495 


1-470 


0-0485 


50-99* 


1-341* I 


313* 


0-0S72' 




Si 00 1 


492 


.-467 0-0508 


49-97 


1-334 I 


317 


0-0867 J 




So-96* 1 


488- 


I -463* 


0-0531 


49-00 


1-328 1 


312 


0-OS62 








484 


1-460 


0-0556 


48-00 


I-32I I 


304 


0-0856 






79-00 1 


48. 


.■456 


o-ofio 


47-'S' 


i-j'S* ' 


298* 


0-0850 






77-66 1 


476 


1-451 


0-0610 


46-64 


1-312 I 


295 


0-084! 






76-00 I 


469 


'■445 


0-0643 


45-00 


1-300 I 


284 


0-0835 






75 'oo 1 


46s 


1-442 


0-0666 


43 ■53* 


1-291* I 


274* 


0-0820 






7401 • 1 


462* 


,-4iS' 


0-0688 


42 -oo 




264 


o-oSoS] 




73-00 1 


457 


■'435 


0-0708 


41-00 


1-274 1 


^57 


0-0796 




72-39* 1 ' 


455' 


1-431' 


0-0712 


40-00 


1-267 I 


251 


00786 1 




71 ■24* 1 


450' 


1-419* 0-0740 


39-00 


1-260 1 


244 


0-07S5 


/ fip'pS /I 


444 


1-423 0-07*10 \. IT9-3* 


\ssl: 


2s7* 




C'-T 


+41 


•-Lt-S 0-i^,tp 
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At ,3= 


non 
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3500 


1-234 


1'3IS 


□•0729 


20-00 1 


.32 t.,.o 


0-0483 


,Vb(.' 






0-0718 








0-0422 


31-00 


I -214 


i-.qB 




"; 




399 1 j-oS9 


0^336 


31-00 


1'207 






11 




jS5 1-077 


0-0316 


30 '00 






0-0664 






175 1 1-067 • 


0-0296 


rf-oo" 


I ■194 




0-0650 


7 








i-[H7- 












27-00 










H3 1 I'oio 






I-17I' 


:'JS7' o'osgj 








23-00 


1153 


1-138 0-0520 


1 


1 





Showing the Percentage Amount of Caustic Potash (K^O) if 

Aqueous Soiutions of various Specific Gravities. 

Tunnermann, N. Tr. xviii., 2, 5. Temp. 15". 



Sp.gr. 


Per Cin.. 


Sp..r. 


P«ctnt. 




38-290 








27TS8 


1-1308 




:x; 


16 027 






24-89 1; 








23-764 




I '2493 


2J-632 


1-0819 




1-2342 


21-500 


1 0703 


7-355 


1-2268 


20-935 




6-224 






1-0478 










3-9&' 


I -.839 






2-829 


1-1702 


16-408 j 


1-0153 


1-697 


I -1 568 


15-277 1 


1-0050 


■ 0-5658 
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Table iX. 

SAituwg P^cmiage Ammint of Soda (Na^^O) in Aqua 

Solutiimj of various Specific Gravities. 



%^v 


30-210 I 


Mf- 


— 


1-2392 


-- 

15110 


8p, .r. jnrto 


>1rf; 


3198 "-363 

3143, 2I-S94 


1-10421 7^y 




4"'.( 


29616 , 1 


I-22S0 


14-500 


1-0^ 6^ 




4101 


29-011 1 1 


3i:'5 ;"-7i8 




i3'9oi 


t-oSss 6-ttH 




4111 ■ 




3053 2i-r54 




13297 


1-0764 5-440 




Wi* 




2CS,2 


20-550 




12692 


1-0675 4'S3i 












1-I84I 


I2-08S 










2S4I 






ir4»4 


1-0500 3*26 




IbWl 






18-730 




10-879 


1-0414 3-011 




SSiW- 


25-385 : 1 


270S 


18-132 


.■IS2S 


IQ-27S 


1-0330. 1-4IS1 




3505 24780 ; I 


2642 


,7-S2M 






102461 1-SiJ 




3416 24176 I 


2ST8 






9-066 


I-OI63, 1-JOQ 




3349 J3 s;2 ! I 


•iS\S 


.6-379 


i"»33 


8462 


i-ooSi. 0-604 


1-3273 |32'907 ii I 


"" 


15714^ 


I -1137 


7-857 


1-0040 0-301 



'I"able X 

S/iowiiig the Percentage Amount of Ammonia 

Solutions of the Gas of various Specific Gravities. 
Carius. Temp. 14°. 



Sp. grnrity 


NH, 


Sp. gravily 
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percent 


Sp.giavily 


NH, 
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0-8844 


36 


0-9133 


34 


0-9520 
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8864 


35 


0-9162 


23 


0-9556 










34 


0-9 191 




0-9S93 










33 


0-9221 
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8929 






20 










8953 


31 


09283 


'9 


0-9709 










30 


0-9314 




0-9749 








JOOI 


zg 


o'9347 


17 


0-9790 


s 






9026 


28 




16 


0-9031 








9052 


27 


0-9414 


>S 


0-9873 


3 




0-9078 




0-9449 


\'>\ 


I 09915 






0-9106 


2S 


0-9A84 
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Table XI. 

'eduction of Weighings in Air to a Vacuum {G, F, Becker ^ 

Liebi^s Annalen, 195,/. 222). 



Brass weights 
for substances whose sp. gr. 


Correction per 


Platinum w 


eizhts 


gram, error less 


for substances whose sp. gr. 


is between 


than V^ mgrm. 


is between 


27738 and 1 1 '064 


— 0-000067 


51-766 and 


13-568 


1 1 -064 ,y 6-904 


0-000000 


13-568 „ 


7-807 


6*904 II 5-019 


+ 0-000067 


7-807 „ 


5-480 


5-019 I. 3T43 


0-000133 


5*480 „ 


4*222 


3*943 ,1 3*247 


-000200 


4-222 „ 


3*433 


3-247 „ 2759 


0-000267 


3*433 1. 


2-893 


2759 II 2-399 


0-000333 


2-893 1, 


2-500 


2-399 „ 2-122 


0-000400 


2-500 „ 


2 -20 1 


2-122 „ 1-903 


0000467 


2-20I „ 


1-965 


1*903 II 1-724 


0-000533 


1*965 II 


1-776 


1*724 II 1*576 


-000600 


1776 „ 


1-619 


1-576 „ 1*452 


0-000667 


I -619 „ 


1*488 


1-452 „ 1*377 


0-000733 


1*488 „ 


1*377 


1*377 „ 1-254 


0-000800 


1*377 II 


1-281 


1-254 „ I -174 


0-000867 


1-281 „ 


1*197 


I-I74 „ I-I03 


0-000933 


1*197 ,1 


I -124 


1-103 „ 1-041 


-001 000 


1*124 „ 


1-059 


1-041 „ 0-985 


0-001067 


1-059 1, 


I '002 




0-001133 


1*002 „ 


0-950 




0*001 200 







PREPARATION OF PURE PLATINUM TETRA- 
CHLORIDE. 

Scrap platinum, which may contain iridium, osmium, &c., is dissolved 
aqua regia, and the solution is evaporated to dryness ; the residue is 
ssolved in moderately concentrated hydrochloric acid, and again 
'aporated to dryness. The dried chloride is once more dissolved in 
)t water containing free hydroch-oric acid, and the solution mixed 
ith a lai^e excess of soda-ley. It is again boiled for some time, and a 
w drops of alcohol are added in order to destroy any sodium hypo- 
ilorite which may be formed ; the precipitate is redlRsolv<i.dvc\.\>^^<2k- 
iloric acid; the liquid is filtered, if necessary, mv!^ xsCvx.e^'wS^ ^'y^^- 
a saturated solution of ammonium cYAoxide so Vyjx^ «& ^ ^x^wj>^a^^ 
ms. This process of separating plalVivura ixom V^ ^^'^^^'^^'^'^\2Sds:< 
ch in the commercial variety of the mtla\ \X vs ^xao^N. vks^^ 
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mUcd, is bawd upon the dlflerenl behavioar of sodiar.. ._^ „_ 

towards ihe highft cbloridcl nf the aasocialed meloL;. Platinic cbloride 
i* *ery llightly, IfAIkll, reriaced to plalinoin chlaiide aa boilJagKith 
aoda toluiion, wbenaa IheMherchloridtsaie all reduced, wiih tliepr> 
diiction of wwlium chloride ami hypcchloiiie, und these reduced chliDridcs 
Bi« not prEcipitat«d in union ifiui Hnmonium dilonde. 

The immoniuiD-plallnum chlsride, which is of a bright jetiow coIodc 
•nil free froni imngc or nd CTyuals, vt wa»heiJ by decaniation, drift!, 
■nd gtrntiv hiuitcd ins pUtinnm crucible^ or it maybe placed in a piece 
of htird )tW lulling and decomptis«d in a cuireot of coal gas or dry 
hydi<iB<!i. The reduced mutol shuuiJ Ik weighed, dissotv^ in aqua 
K^U, llw lolut-oD evapOnled to dryness with excess of hydrochioric acid 
1(1 expel Ihe lost tracrg of iiiliic acid, and the residue dissolved u s 
B«ntle he»t ina delinit« volume of dilute hydrochlnric acid. The opciaiof 
In thl* manner ol)lainK an idea ofibe sirengih oftlie solution. 

I'Ufo trlftlinum chluiide may Ik recovered from the precipitates with 
the nlknline chlorides which tire obtained in anolylicol work by boilin£ 
them with a «i1ution of sodium carbonate and alcohol i washing Ihe 

Credpl luted platinum with hot waler by decanlaiion and finally witb 
ol hyllnjchloric acid. 'ITie spongy raetal is then dissolved in a(|ua 
t^a (5HCI : iHNO,), the solution tillered, and evaporated to dryniss 
with hydrochloric add as above. 



TREATMENT OF 'SILVER RESIDUES." 

The minted silver salts, associated with metallic silver, which accumu- 
late in the course of analytical work, may be conveniently reduced, 
after washing and drying, by healing 10 fusion with a mixture of sodiiiin 
and potasiiiuni carbonates in an earthen or unglazed porcelain crucible. 
The button of metallic silver is washcii with boiling waler, and dis' 
solved in nitric add, and the solution of the iiitiate evaporated to 
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INDEX OF SEPARATIONS. 



om calcium, iron, magnesia, 
1 soda, loi 

1 in presence of phosphoric 
i2o, 346 

loi, 102, 184, 246, 248 
er and bismuth, 213 
and tin, 108 
07, 108, 109 

uth, copper, and lead, 213 
1 calcium, 92 
lium, 178 

•m antimony, arsenic, copper, 
oQ, 213, 272 
- and cadmium, 261 
m. magnesium, 88, 185 
nesium and alkalies, 99, 180, 

phoric acid, 347 

1 arsenic, antimony, bismuth, 

&c. 214 

;1, 214, V7S 

214, 244 

. antimony, arsenic, and tin, 

ith and lead, 109, 212, 272 
tin, zinc, and iron, 103 

md nickel, 106 

Iver and copper, 286 

umina, loi, 102, 184, 246 
presence of phosphoric acid, 

7 

;anese, 177, 2i4i 247 

:1 and cobalt, 214, 247 

nium, 247, 268 

105, 214, 244 

•senic and suitimony, 108 



Lead from bismuth, copper, tin, iron, and 
zinc, 103, 108, 2x3 

— from copper, antimony, iron, zinc, &c 
958 

— from silver, 256 

Magnesium from alkalies, X02, 180, 185 

— from calcium, 88, 185 

— from calcium in presence of phosphoric 
acid, 347 

Manganese from alumina, 178, 220, 247 

— from iron, 177, 2x4, 247 

— from nickel and cobalt, 2x4, 247 

— from zinc, 214, 217 

Mercury from silver, copper, arsenic, 

antimony, iron, and zinc, 378 
Nickel from antimony, arsenic, copper, 

lead, bismuth, &c. 214 

— from cobalt, 215, 275 

— from iron and manganese, 2x4, 247 

— from zinc, 106, 214, 247 
Potassium from magnesium, 99, 174, 185 

— from sodium, 85, 128 
Silver from copper and gold, 286 

— from lead, 256 

— from bismuth and cadmium, 261 
Sodium from magnesium, 99, 174, 185 

— from potassium, 85, 128 

— from bismuth and lead, 109 

— from copper, lead, iron, and zinc, 103 

— from tungsten, 253 

Tungsten from iron and manganese, 254 

— from tin, 25;? 

Zinc from cobalt, 215, 244 

— from iron, 105, 214, 246 

— from maxigatv^^b^ ai^^ ttf\ 

— from mck«\, xo*], ax^, ivi 
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ACETIC acid, detenninatioa of strength 
of, 142 
Acids in comlnnation, volumetric deter- 
mination, Z46 
Acidimetry, 143 
Air bath, 39 

Air in water, analysis of, 337 
Albite, analysM of, zo3 
Alkalies, determination of, in glass, 100 

— — limestone, 178 

— — — — manures, 333 

plant a^h, 340 

Alkalimetry, 130 

Alkaline liqui<b, action on glass, 47 
Alumina, determination of, 98 
Ammonia, determination of, in gas liquor, 

— guano, 141 

— by volumetric analvKis, 140 

by granmetric analysis, 94 

— — in water, 393 

manures, 340 

— (albuminoid) in water, 9q^ 
Ammonium chloride solution, action on 

glassj 47 ^ 
y^nalysis (indirect), principles of, 93 
Antimony, estimation of, '07, 108^ 

— volumetric determination of, in tartar- 
emetic, i6z 

Arsenic, determination of, in cobalt glance, 
374 

fahl ores, 378 

; iron ores, 31^ 

Arsenious acid, estimation of, by iodine, 

solution, preparation of, 194 

Ashes of plants, analysis of, 340 
Atomic weights and symbols of elements, 
369 

BALANCE, description of, 3 
— adjustment of, 7 

— conditions of stability, &c. 8 

— tests of efficacy, ij 

— preservation of, 15 



Palance«room, if 

Barium and calcium,^ separation of, 9a 

— determination of, in limeHtone, 17^ 

— and strontium sulphates, iieparation oC 

— sulphate, analysis of, 01 
Baumtf s hydrometer tables, 374 
Bell metal, analysis of, 103 
Bismuth, estimation of, 109, 313 
Black axh, analysis of, 198 

— composition of, 199 

Bleaching powder, composition of, 193 

valuation of, 194 

Bone dust, analysis of, 337 

Boulangerite, analysis of. 279 

Bournonite, analysis of, 279 

Brass, analysis of, 103 

Braunite, analysis of 185 

Britannia metal, anaKrsis of, 107 

Bromates, analysis of, 165 

Bromine, determination of, in organic com- 

pounds, 364 ^ 
Bronze, analysis of, 103 
Bullion (silver), assay of, 281 
Burette, graduation of, 119 

— Gay Lussac's, 1x9 

— Mohr's, 121 

— reading of, 123 



CADMIUM, determination of, as sul- 
_ ^ phlde, 340 

Calcium^ chlorate, determination of, .'.n 
bleaching powder, 197 ^ 

-^ volumetric determination of, by potas- 
sium permanganate, 152 

Carbon, determmation of^ in iron and steel, 
339 

Eegertz' method, 235 

Uflgren's method. 233 

Weyl's method, 231 

W5hler's method, 329 

— diojcide, gravimetric determination o( 
86 

— — — \>V vo\>x«v«Xtvc «cv"«i\?f»!S "^-V^ 
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General Index. 



Carbon dioxide, gravimetric detenninadoo 

cij in natural waters, 144 
Canus' method for detenmnation of sulphur 

and phosphorus. 36^ 
Cement stone, analysis of, 183 
Chlorates, analysis of, 165 

— in bleaching powder, 197 

Chlorides, determination of, in limestone, 

179. 
Chlorimetrical degrees, 198 

Chlorine, gravimetric determination of, 8z 

— volumetric determination of, 134 
by iodine solution, 158 

— determination of, in organic compounds, 

364 

; ; bleaching powder, 194 

Chloric acid, determination of. 139 
Chrome iron stone, occurrence of, 268 

valuation of, 269 

Chromic acid, preparation of, 334 

Cinnabar, analysis of, 388 

Clay, mechanical and chemical analysis of. 

Coal, valuation of, 389 

— specific gravity ot^ 391 

Cobalt, determination of, as metal, 373 
as tricobalt tetroxide, 372 

— glance, analysis of, 271 

Cochineal, use of, in volumetric analysis, 

142 
Coins, silver, assay of, 281 
Copper, gravimetric determination of, 74 
as metal, 105, 212 

— detection of, in waters, 32^ 

— ores, assay of, by Luckow s process, 207 
Steinbeck's process, 207 

— oxide, for organic analysis, preparation 

oC 3.53 

— pyrites, analysis of, 211 

— separation from gold and silver, 286 

— sulphate, analysis of, 71 

— — purification of, 70 

Crucioles, to remove silver chloride from, 8:1 

DECANTATION, 49 
Desiccation 39 
Desiccator, 37, 38 
Dolomite, analysis of, 85 

ELUTRIATION, 36 
Krdmann's float, 123 ^ 
Erlenmeyer's furnace, description of, 349 
Evaporation, 42 
— of liquids containing gas, 42 
ot high boiling point, 43 



'AHI. ore. analysis of, 276 

Fat, determination of, in bone dust, 

337 
Pe).sp»r, analysis of, 102 

^trro\^^ ammonium sulphate, prepatauou 

tnd analysis of, 94 

ter ash, determinattoa of, 51 



Filters, capacities oC 59 

— indneration of, 51 

— paper, analysis of ash of, 50 

— preparation oC 51 

— pump, 6x 

— weighed, use of, 68 

Filtration, precautions to he observed in, 53 
Fire clay, composition and analysis oC 182 
Fluorine, estimation of, 179 
Fimnels, choice of, 53^ 
Fusible metal, aaalysis of, 109 



GALENA, analysis of, 3^^ 
— determinatioQ of silver in, 256 

— assay of, 357 

Gases, from natural water, analysb of, ^ 

— obtained in water analysis, examination 

of, 304 
Gay Lussac's burette, 1x9 

method of silver assay, 381 

Geissler's potash bulbs. 352 
Gelatigenous matter, determinatioa of, in 

bone dust, 337 
German silver, analyns of, 106 
Glass, action of solutions upon, 47 

— analysis of, 99 

Gold assay, 386 , 

Gold, silver, and copper, separation of, 380 
Graphite, derermination otj in iruo, 2^ 
Gravimetric analysis, defimuon of, i 
Guano, analysis of, 331 
Gun metal, analysis of, 103 
Gunpowder, analysis of, 171 

HARDNESS of water, estimation (f, 
321 , , . 

Hydrochloric acid, estimation of, by gravi- 
metric analysis, 81 

estimation of, by volumetric analysis, 

126 . J 

determination of amount of. reqmrea 

to decompose manganese ore, 191 

normal, preparation of, for\olumetnc 

analysis, 130 

strength of aqueous solutions of, 377 

Hydrocyanic acid, estimation of, by iodine 
solution, 160 



T NCINERATION of filters, 51 
L — of plants for analysis, 341 
Tlmenite, analysis of, 225 
lodates, analysis of, 165 
Iodine, pure, preparation of, 156 . 

— determination of, in organic compound*. 

364 
by sodium anialgam, 366 

by alcoholic silver nitrate, 366 

— and sodium thiosulphate, reaction be- 
tween, 155 

\ — &« \\xX.\otv, preparation of, 156 
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Iron, determinRtioB of, t)y potassium bi- 
chromate, 23Z 

permanganate, 148 

tOiline and sodium thiosul- 

phate, 166 

— cast, composition of, 337 
varieties of, 237 

— ores, analysu of, 3x5 
varieties of, 316 

— pyrites, analysis of, 215 

— Swedish, analysis of, 3/7 

— determination of slae in, 349 

— wrought, analysis ot, 227 

— nitrogen in, determination of. 343 
by Ullgren's method, 343 

— sla^, analysis of, 349 

— estimation of, in natural water, 326 



KAOLIN, composition of, 180 
Kieflfer's solution. 192 
Kupfemickelstein, analysis of, 2x5 



LEAD, estimation of, in gAlena, 255 
— refined, analysis of, 258 

— in water, 325 

— volumetric determination of, 153 
Uebig's potash bulbs^ 357 

Lime, estimation of, m dolomite, 88 

felspar, xox 

glass, 99 

manures, 333 

by volumetric analysis, 153 

in water, 326 

Limestone, analysis of, 174 
Liquids, organic analysis of, 348 
Ljtmus solutions, preparatipn of, 136 
Litre flasks, graduation of, 1x5 



MAGNESIA, estimation of, in dolo- 
mite, 85 

felq>ar, xox 

glass. 99 

— — — manures, 333 
water, 536 

— separation of from lime, 88 
Manganese, determination of, in limestones, 

88, X78 

iron, 347 

ores, 830 

— ores, valuation of, by Fresenius' and 
Will's method, x86 

— iodine solution, x8s 

— iron and potassium perman- 
ganate solution, 189 

oxalic aad and potassium per- 
manganate solution, 189 

— determination of moisture in, 190 
Manures, analysis of, 3^1 
Mechanical analysis of clay soils, &c. 182 

— division, 3^ 
Mercury, egttmation of, 287 

Metcunc sulpbsue, jfrrparatioa of, a^a 



M(Mtars, choice of, 35 
— steel and agate, 35 



NESSLER'S solution, preparation, 393 
Nickel, determination of, xo6 

— separation from copper and zinc, xo6 
— ^ cobalt, 274 

Nickelspeiss, anaJy^sis of 279 
Niobic acid, detection of, 254 
Nitre, analysis of^ 168 

— estimation of^ in gunpowder, X70 
Nitric acid, action on glass, 47 

estimation of, as ammonia, 96 

by iodine solution, 167 

in nitre, 170 

in water, 315 

specific gravity and strength of 

aqueous solution, 378 
Nitrogen, in iron, determination of, 242 

— in manures^ 334 

— determinatiou of, by soda-lime process, 

334. 

m orgaiiic analysis, 358 

by SchiflTs apparatus, 362 

by Simpson's process, 359 

in water residues, 299 

OLE FINES, evolution of, during solu- 
tion of iron, 228 

Organic analysis, determination of carbon 
and hydrogen, 348 

chlorine, bromine, and iodine, 364 

nitrogen, 358 

phosptiorus, 366 

— sulphur, 366 

Organic matter, determination of, in lime- 
stone, 176 

in water, by Frankland's process, 

298 

Ortnoclase, analysis of, xox 

Oxalic acid, determination of, by perman- 
ganic acid, X5X 



PEARL-A^H, analysis of, 82, 139 
Phosphorus, in iron ores, determina- 
tion of, 2x7 

— iron, determination of, 249 

— determination of, in organic compounds 
366 

P^osphoric acid, separation from iron and 

alumina, 346 

in plant ash, determination of, 340 

water, determination of, 327 

manures, deiermin.ition of, 328 

by uranium solution, 328 

Phosphorous acid, preparation of, 289 

Pipettes, graduation of, 117 

Pisani's method for determination of silver, 

280 

served \ti u%vcv|Lt ^ , ^ 

— vcss(e\s» Vio>w x<i c twi^ fei > ^^ 

— recovery ol, ttotn w.%\o»«s^ "i*<S» 
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General Index. 

oiCy wfA, aiulysu ct, B 



— igiuuiH,*fc«S 
Prtcipuuuic bsiES. )D 
ftrilE^ avf, *ma^vm oC in 
• — mo. aauju ol^ n^ 

■n EICHARDTS ihhIuhI of tipelliog 

JUder, UK of, in miighinE, ij 
KDcbcJIi hLi. uialj-^ of, S; 
Kowlic add, a^ ot la volumctfic aiuilyus. 



— ptanl a3\. jt 



da,, .a 



Uodcin^l^ 



Slaf. d«wniuiiai»ii of. ut iron, v^g 
Soda ash, valuatioo oC ijj 



}t^ 



ic aiaijaa, tit 



— chlaHde, f&ri&uiim nf, j^ 

— h>iifo«idCT detennuuiun ^ m p mnip* 

— tluomJiiliale, pRiusiiiiii cf ittil» il 
ISi 

— njphide, dctciimnatun DCbjLe4dIi> ' 

Sehibk nuur, daeoolduiai t£, a mv, 

Sphw, amly^ of, nG 

Searcb_ ululion, fRparalion of, fof mJo- 

Sled, aaaly^ia o^ ^^a 

— actwp of acids upon, 199 
SuljAu.. *■ --■ "-■'?'''"■, 



copper pyrilo, iii 

— — SSS*"- 

oiKuik oonvooodB, j6e 

Tft- Cariiu' BKlbaiL ^> 

rEfined lad, 36s 



Solphoj dioiid 
Sulphuric tait 






-^ — njiiltiiK and cobalt ^Udcc, 17a 

9 o( rj- i'nani't nwtbad. \ 



General Index. 
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■ic acid solution, normal, prepanu 

>f, 133 

rengtn of aqueous solttticn, 376 

losphates, analysis of, 337 



LE furnace, 100 

ap cinder, analysis ofj 350 

smetic, amount of antimony in, i6z 

fdrite, analysis of, 376 

Msition of, 2^6 

stals, valuation of, i6s 

rmination of, by iodine solution, 163 

a^say or 353 

ration of, 108, 10$) 

tungsten, separation of, 353 

irons iron oresj analysis of, 335 

m, determination of, in clays, 184 

on ores, sxS, 226 

:, analysis of, 336 

e, 68 

en and tin, separation of, 353 

sll's \ ydrometer, 375 

letal, analysis of, 108 

iN I UM Solution, preparation of, for 
'olumetrio analysis, 333 

waste, analysis of, 300 

inegar, valuation of, by Kieffer's 

on, 192 

trie analysis, definition of, a 

inciples of| xxo 



>H bottle, ^4 

SVater, action of, on glass, 47 

.44 



Wash bath, Bunsen's, 46 

— collection of, for analysis, 901 

— determination of albuminoid ammonia 

in. 397 

ammonia^ in, 993 

chlorine in, 320 

ni rates and nitrites, 315 

silica in, 336 

iron, 3<6 

lim«, 336 

magnesia, 336 

sulphuric acid, 336 

phosphoric acid, 337 

lead and copper, 335 

sodium and potassium, 337 

total soluble matter, 315 

hardness, 321 

suspended matter, 393 

— in combination, determination of, 71 

— estinwtion of sulphuretted hydrogtii in, 

«^9 

— in minerals, estimation of, 183 

— in nwnures, estinution of. 331 
Weighing, correction for dlsplactmtnt 01 

air in^ 32, 381 

— by vibrations, 37 

— operation of, so, 91 

— by substitution, 91 

— |>recautions in, 95 
Weights, description, 16 

— method of testing, 18 

— tarnished, to clean, 18 . 

White lead, composition and analysis ol, 
367 

— adulterations of, 367 

Wolfram, occurrence and analysis of, 934 



^INC ores, assay of, 950 



PICTNTBD BY 
Slt/1TISWOO0B AND CO., VEVi*ST1CBVt ^\iKKK> 

IjOMDOM 



SELECT LIST OF WORKS ON CHEMISTRY. 



LAW AND THEORY IN OlfEMISTRY: a Oompanloa Book 

for Utadantt. fijr Dudulan Oahwkium, U.k, Orowu Hvo. Ht, 

SELECT METHODS IN OHEMIOAL ANALYSIS, chiefly 

luorKftuio. By Wiluam Osoukim, F.ii.rt. Ao. With ar Wuudouti. 8ro. f li. 

net. 

THE ELEMENTS OF LABORATORY WORK : a Oourso of 

Nfttonl ttoituot. Hjr A. G. Uauu, M.A. 7.0-1% Wltb 67 DUynuiUAua uuin«rou 
Rx«rolM« nod Qiieitiona. Crown Hro, is, M. 

ELEMENTARY CHEMISTRY, INORGANIC AND OR. 

QANIO. By W. FuHNKAUX, KltUH. mtb M illu«tMtU>u4 and 164 IxptrU 
m«ut«. Crown 8to. is. M, 

FIRST EXERCISES IN PRACTICAL CHEMISTRY. By 

A. D. Uau., Sf .a. Crown Hvo. Ii. td, 

PRINCIPLES OF GENERAL ORGANIC CHEMISTRY. 

By FiofM^or R. Hjkix of Ht-Uligfon. TfAuilntad from ibn Umiumu bf 
J. BiMHop TiKdUi, t^titD. Crown bvo. ll«. (ki. 

INORGANIC CHEMISTRY, THEORETICAL AND PRAC- 
TICAL, with Ml Intruduoilou to tha PrindplM of (Jheuiloal Aimly»lf, 
InorgMita mA Ortfftnlo. By W, Jauo, V,CM. K.I.C. Wibh US HKp«irluMuU, 
40 Wooflotita, liud unmoroiM QoMtlou* liud KxitrolMS. Fop. Hvo. $s. 6d, 

AN INTRODUCTION TO PRACTICAL INORGANIC 

OHH vllHTUy. By W. Jauo, P.CS. K.I.C. Crown Bro. U. M. 

INORGANIC CHEMISTRY, THEORETICAL AND PRAO- 

'I'JCAL. A U»niMil for Htud«nti In Adviino««i CImmm uf tho Holanr* And Art 
PppAremrnt. By W. Jauo, f.CH. Jf.l.C. WlcU FUtt of bpaotm and 71 
WotNlcutn. Crown 8to. 4«. M. 

A SHORT TEXT-BOOK OF INORGANIC CHEMISTRY. 

By Dr. Krumann Kulhm. Tninil»t«d and Bditod by T. B. UuMHiiUK, Ph.D. 
w<th 06 Illu«trMtioiti. Crown Hvo. it, 6d. 

THE PRINCIPLES OF CHEMISTRY. By D. Mbnokl^bf?, 

rrofvwior of ChtinUtry In Uin CnivorMlty of Bt. Pui«nbiirg. TrAnKitttod by 
OMfHUiK Kammnhky, A.RJi}.IC. Wltn 07 lUiMtrrtUonii. 8 voU. Hvo. I6«. 



OUTLINES OF THEORETICAL CHEMISTRY. By Lothar 

Mhykr. FntfoMor of CriamUtry In tiM Uuivtmity of TUbiiigtii. TrtiiMlatod 
by Profoitori P. Piiiu4i*ri Bhiwom, DjAo, ftud W. OAiiuii^iN Wiluamh, B.m. 
Hvo. 9«. 

INTRODUCTION TO THE STUDY OF INORGANIC 

CHKMIHriiy. by W. Allmv MiLUiH, M.D. LL.D. With 71 Woodoutn. 
Fcp. Hvo. %s. 6<f. 

CHEMICAL LECTURE EXPERIMENTS. By G. S. Nbwth, 

Hoyal Collog* of Bolanoe, Bouth Kdu«ington. With 384 DUfframi. Crowa 
Hvo. lUi. 6<f. 

A TEXT- BOOK OF INORGANIC CHEMISTRY. By 

U. B. NlWTH, F.I.O. F.C.8. With 14« Ulitotratlons. Ciowu Hvo. 04. 04. 

London i LONGMAKB, QK^IS.^, V. CIQ. 
ii9w York : 16 Bait W^ ^tiMt, 



Select List of Works an ChAmistrtf — contmned. 
A COURSE OF PRACTICAL CHEMISTRY, arranged tor 

Ibe Use (i( Ueillcal SCwIenU, iritb Dijinu Tettrenra Ui the Tbiwi Hmtiii' 
Smnraer Pranlcc. By Wiluam Odliso, M.A. With 71 Woodoatt Cr. Bto. ••■ 



INDUSTRIAL CHEMISTRY, A Manual for Use in Tochnial 

CollBEes and SchwiU. hoard npan h TranxUtlna at Stohmuin and Buki'i 
OonMn Billtlon ot PJ.TK^■a Pr&U at ChlmU TndiulrUIU. BdllM M B.B. 
PtDI.. Pli.S. With Seii WoodonU. Sto.«i. 

ISPERIMENTAL CHEMISTRY for JUNIOR STUDENTS. 

Dy J. EUKHHDH Bhinolds, H.D. F.R.g. Fcp.Svci. wlin nnmenm WoodMM 
Part I. InbrodMtarr. Pep. Sto, U fid. Pjut It. Non-MetaH. Hith k* *— ~i» 
on 8y>l«n»lio T«liiig " ■ " " - -- - -■ ~ . _ -. 

THE METHODS OF GLASS-BLOWING. For the Use n( 

Pfal bIchI and ChecuIcKt Student!. B; W. A. Snesstonr. WlttKI Ilhuaulon. 



MANUAL OF QUALITATIVE ANALYSIS AND LAEOEA. ,1 

TOK¥ PRicnCB. Bj T. B. Thorpe. Ph.B. FJI.S.B, kod M. M. pAi-raoM ' i 

WlKK. With 17 WdodDUti. I'cp.Sio.Sj. ej. Il 

INTRODUCTION TO THE STUDY OF CHEMICAL PHILO- | 

A, TIU.EX, D.So. Lend. P.0.9. With a WoodonU. Wlib or wiUml ih. ,1 
Aniwen ol FiDblenw. Pep. Km. 4i. Cd. 



"WATTS' DICTIONARY OF CHEMISTRY. Revised ftnd 

BnUwly BB-»ritten hy H. Foiwtbb MtiRLH, M.A, D.Bo. and M. M. P»Tn-"« 
Muitt. JLA. P.R.S.B. 4VDIS.8TO. Voti. I. iU. *aj.«uih. Vol. IIT. IJi, 

CHEMICAL CALCULATIONS, with Explanatory Note-, 

PiohlBiLB, nnd Answon, Fpcrlnlly ada|it«d fur t'le in l.\;ltegE* ind e<ilEU» 
Echoola. By H. LI.OTD WlItTELKT, F.I.O. Wllb B PrBCaci i] "riT ii» 
P. CLOWS9, D.Bo. (IjjidO. P-I.O, Cratrn 8to. Si. 



TEXT-BOOKS OF SCIENCE. 



> 



The BTBBNQTH of MATERIALS and BTBTJO- 

TURESi Iho StTEngih of Mmerial! bs depending on iheii quality and m 
tacen^nsd byTmling Appuralus: [he SUCDKlh ofSlrucIure^ u dcpendlDS 



RAILWAY APPLIANCES. A Descripdon of Details of 

" '' Construction nitfiequent to tfie CDuipleiion of BuHlmnirlu ud 

«, indudbKB shoti Noiici of Railway Rolling. SiocV. ByJoHS 
BiHBV, C.B. M.I.C.E. WithaiaWooctguE. l'(iM4i.W. 



DBaORIPrrVE mineralogy. Bv Hilary Baubk-I 

KAN, F.G.S. &c^ WiOnjS WmJcuis. Price 6i. I 

METALS, their PROPERTIES and TBBATMENT. 



PHY8I0AL OPTIOa. 

F.K.S. Fellow and L«[UK.of _. _ ,_.._ 

Cavendbb Labontory, Cambridge. Wiih tBj Woodcuti. Price 6r. 

The ABT of ELBOTRO-METALLITIIGY, including al! 



ALQEBBA and TRIGONOMETRY. By William 

Nathakiei, Griffin, B.D. Price 31. M. NOTES ON, with SOLD- 
TIONS of the more difiicult QUESTIONS. Price 31. 6J. 

The STEAM ENGINE. By George C, V. Holmks, 



¥ 



London : LONGMANS. GREEN, f 

Wew York ; 15 Ea*l iS* Stjott. 



4 1^ 



OKS OF SCIENCE. 



HEAT. ByJ. Clkbz Maxwell, M.A. L'_n. 

L. & K. With CorrKtiiini md .Vididciu by Lokd 



rELEQRAPHY. Bf W. H. Pkhbck, C.B. F.R.S. M.I.C.E. 

The BTUD^ 



WORKP^Op J I , including Descriptioos 

i»i«< ol » «mffl=nts-H.nd.Cu.dD« J* 

ByC.'l 1^5 Wow^U.'"pricB'5l.'*'°" 

aTBUOTUEji.Li I 

By Dr. Otto Wilmi.,.. . 
Wilh 6i>D Wondculb Piif 

QUANTITATIVE OHKMIOAL ANALYSIB. By 
QTJALITATIVB ANALYSIS and LABORATOBY 

PRACTICE. ByT.E.THOii«,Ph.D,F.R.S,«ndM. M. Patttboh Mmi, 
M.A. M-nd F.S..S.E. Wiih Pl»to of Sp*cii» uid 57 Woodcua. Fiiaji.M 

INTRODtJOTION to the STUDY of OHBMIOAIj 

PHILOSOPHY: Iht PRINCIPLES o; THEORETICAL mud SYSTB- 
MATICAL CHEMISTRY. By William A. Tildih, D.Sc. LoDdoa, 
F.R.S. Wiib } Wwdcsit. With M wilboul Aniwus to Problcnu, 41. U 

The ELEMENTS of MAOHINE BE9IQ1T. Br 

W. Cawtkoom Unwin, F.R.S. B.Sc M.I.C.E. Pan I. Wilb w 

Woodcuii. Price &[. Put II. With t;4 Woodcuu. Prioe^i.U. 

PRBLIMISARY SURVEY. By Thkodorb Graham 

Hydrography, and In^irumenls. With j^o lEiLucr^liaiu, Quantity Difi^nmi, 



London; LONGMMiS. GV.tES. & CO. ,^s 



